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TTigne  port  Sanitary  Hutborfty 


Mill  Dam  Offices, 

South  Shields, 

May ,  1920. 


Mr.  ALD.  GEORGE  CHRISTOPHER  COATES, 

Chairman  of  the  Tyne  Port  Sanitary  Authority. 


Sir, 


I  have  the  honour  to  present  herewith  my  Annual  Report  for  the  year  1919. 

The  returns  of  the  General  Sanitary  Work,  which  is  carried  out  by  Inspector  Russell  and  his 
four  Assistants,  shows  that  10,732  vessels  arrived  in  the  Tyne  Ports  during  the  year.  Of  these 
vessels  9,726  were  inspected,  and  includes  all  the  important  arrivals  from  Foreign  Ports. 

There  were  no  cases  of  Plague,  Cholera  or  Smallpox  during  the  year. 

NAVAL  DEPOT,  TYNE. 

I  desire  to  place  on  record  my  appreciation  of  the  voluntary  services  rendered  by  Inspector 
Russell  and  his  Staff  during  the  time  I  was  responsible  for  the  Naval  Medical  Administration  of 
the  Tyne  Naval  Base. 

He  received  the  following  letter  of  thanks  from  the  Admiralty. 

Admiralty,  S.W.,  1, 

August  5th ,  1919. 
Sir, 

I  am  commanded  by  My  Lords  Commissioners  of  the  Admiralty  to  convey  to 
you  and  to  the  River  Staff  of  the  Tyne  Port  Sanitary  Authority  their  thanks  for  the 
valuable  assistance  rendered  in  the  Steam  Ambulance  Launch  “  George  0.  Coates  ” 
in  the  transport  of  Sick  and  Wounded  Naval  Patients,  and  for  the  disinfection 
duties  carried  out  in  both  Naval  Ships  and  clothing  during  the  period  of  the  War. 

I  am,  Sir, 

Your  obedient  Servant, 

J.  W.  S.  ANDERSON. 

And  later  had  the  honour  of  receiving  the  M.B.E.  in  recognition  of  his  work. 

I  am,  Sir, 

Your  obedient  Servant, 


W.  EDMUND  HARKER. 
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TYNE  POET  SANITAEY  AUTHOEITY. 

Report  of  the  Medical  Officer  of  Health  for  the  Year  ended  31st  December,  1919, 

During  1919,  146  patients  have  been  treated  in  the  Floating  Hospital.  The  subjoined  Table  gives  particulars  as  to  the 

cases  and  their  issue  : — 


TABLE  i. — Floating'  Hospital. 


Date  of 

Disease. 

Cases 

Admission. 

Admit- 

Name  of  Vessel. 

Where  from. 

ted. 

1919. 

- 

June  18th  ... 

Measles . 

1 

s.s.  “Dusseldorf” 

In  Tyne  . 

1 

Jan.  3rd  ... 

Gonorrhoea 

1 

H.M.S.  “Satellite”  ... 

In  Tyne  . 

,,  3rd  .... 

Chancroid 

1 

,,  3rd  .... 

Scabies  .... 

1 

•  5 

55  -  - 

,,  5th  .... 

Gonorrhoea 

1 

5  5  * .  • 

55  -  - 

,,  6th  .... 

5  5  ....  •  •  • 

1 

55  .  .  .  . 

55  -  - 

„  7th  .... 

55  -  - 

1 

55  .  .  .  . 

55  -  - 

,,  10th  .... 

Scabies  .... 

2 

55  .  . . . 

55  -  - 

,,  10th  .... 

55  ....  . . . . 

1 

55  .  .  . . 

55  -  - 

„  llth  .... 

Gonorrhoea 

4 

55  .  .  .  . 

55  -  - 

„  llth  .... 

Scabies  .... 

1 

55  . . . . 

55  -  - 

„  llth  .... 

,5  ....  - 

1 

55  .  . . . 

5J  -  - 

„  llth  .... 

Syphilis.... 

1 

55  -  - 

„  13th  .... 

Gonorrhoea 

1 

55  -  - 

„  13th  .... 

Scabies  .... 

1 

55  . . . . 

55  -  - 

„  14th  .... 

Chancroid 

1 

55  .  . . . 

55  -  - 

„  17th  .... 

Gonorrhoea  and 

5,  .... 

55  -  - 

Syphilis 

1 

18th  .... 

Scabies  .... 

1 

55  -  - 

„  20th  .... 

Syphilis . 

1 

55  .... 

M  -  - 

,,  21st  .... 

Scabies  .... 

1 

5  y  -  - 

,,  21st  .... 

Gonorrhoea 

1 

55  .... 

5  y  -  - 

„  22nd  .... 

Scabies  .... 

1 

55  .... 

55  -  - 

„  22nd  .... 

Syphilis . 

1 

55  .... 

5  y  -  - 

,,  23rd  .... 

Gonorrhoea 

2 

55  -  - 

„  25th  .... 

Scabies  .... 

1 

55  .... 

55  -  - 

„  25th  .... 

Balanitis 

1 

55  .... 

55  -  - 

,,  28th  .... 

Sore 

1 

55  .... 

55  -  - 

„  28th  .... 

Scabies  .... 

1 

55  .... 

55  -  •••• 

„  28th  .... 

Gonorrhoea 

1 

55  .... 

55  ....  - 

„  30th  .... 

55  .... 

1 

55  .... 

55  -  - 

„  30th  .... 

Scabies .... 

2 

55  .... 

55  -  - 

„  30th  .... 

Syhilis . 

1 

55  .... 

r». 

55  -  - 

Feb.  1st  .... 

Gonorrhoea 

1 

55  -  - 

„  4th  .... 

55  .... 

1 

55  .... 

55  -  - 

„  6th  .... 

Scabies  .... 

1 

55  .... 

55  -  - 

„  6th  .... 

Syphilis . 

1 

55  .... 

55  -  - 

„  6th  .... 

Obs.  Veneral  .... 

1 

55  -  - 

„  7th  .... 

Syhilis . 

1 

55  .... 

55  -  - 

„  7th  .... 

Scabies . 

1 

55  -  - 

„  8th  .... 

55  ....  .... 

1 

)  > 

55  •••• 

„  10th  .... 

55  ....  .... 

1 

y 5  •  *  •  • 

55  -  - 

„  llth  .... 

55  •  ■ . •  .... 

2 

55  -  •••• 

„  12th  .... 

Gonorrhoea 

1 

55  -  - 

„  13th  .... 

Syphilis . 

1 

55  .... 

55  -  - 

„  17th  .... 

Gonorrhoea 

1 

55  -  •  • . . 

„  17th  .... 

55  .... 

1 

55  .... 

y  y 

5?  -  - 

5  5  -  - 

Result. 


Discharged  July  1,  1919 


Discharged  Jan.  8,  1919 


5? 

55 

15, 

5? 

55 

55 

11, 

55 

55 

55 

8, 

55 

55 

55 

1 — i 

Cu 

55 

55 

55 

22, 

55 

55 

55 

13, 

5  5 

55 

55 

15, 

55 

55 

55 

15, 

55 

5  5 

55 

15, 

55 

55 

55 

18, 

55 

55 

55 

15, 

55 

55 

Feb. 

12, 

?  5 

55 

Jan. 

18, 

55 

55 

55 

15, 

55 

55 

55 

29, 

55 

55 

55 

22, 

55 

55 

55 

22, 

55 

25 

5  5 

5  5 

55 

55 

55 

22, 

55 

55 

55 

25, 

55 

55 

5  5 

29, 

55 

55 

55 

29, 

55 

55 

55 

29, 

55 

55 

55 

29, 

55 

55 

55 

29, 

55 

55 

Feb. 

1, 

55 

55 

Jan. 

29, 

55 

55 

Feb. 

12, 

55 

55 

55 

1, 

55 

55 

55 

12, 

55 

55 

55 

12, 

55 

55 

y  y 

12, 

y  y 

55 

55 

12, 

y  y 

y  y 

y  y 

12, 

>  5 

y  5 

55 

12, 

>5 

5  5 

>5 

12, 

55 

5  5 

55 

12, 

y  y 

55 

55 

12, 

55 

55 

5  5 

12, 

55 

55 

55 

15, 

55 

55 

Apr. 

2, 

55 

55 

Feb. 

19, 

5  5 

55 

Mar. 

5, 

5  5 

55 

Feb. 

19, 

55 
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TABLE  I. — Continued. 


Date  of 
Admission, 

Disease. 

Cases 

Admit¬ 

ted. 

Name  of  Vessel. 

Where  from. 

Result. 

1919. 

Feb.  17th  .... 

Scabies  .... 

2 

H.M.S.  “ Satellite”  .... 

In  Tyne  . 

Discharged  Feb.  22,  1919 

„  17th  .... 

Syphilis 

1 

j,  .... 

55  -  •••* 

19 

55  55  -*-^5  55 

,,  18th  .... 

Chancroid  . 

1 

55  • 

55  -  - 

19 

5  5  5  5  J't/5  55 

,,  19th  .... 

Scabies  .... 

1 

55 

55  ••••  - 

99 

5  5  5  5  "^5  55 

,,  20th  .... 

Hernia  .... 

1 

55  ‘  ’  * 

55  -  - 

,,  Mar.  26,  ,, 

,,  20th  .... 

Gonorrhoea 

1 

55 

55  - 

5  5  5  5  U),  ,, 

„  20th  .... 

Chancroid 

1 

55  •••* 

55  -  - 

,,  Feb.  26,  ,, 

„  21st  .... 

Gonorrhoea 

1 

55 

55  -  •••• 

,,  Mar.  5,  ,, 

„  24th  .... 

,,  .... 

1 

5 5  *••• 

55  - 

„  Feb.  26,  „ 

„  24th  .... 

Syphilis 

1 

5 J  •••* 

55  - 

55  55  26,  „ 

Mar.  1st  .... 

Gonorrhoea 

1 

55 

55  -  •••* 

„  Apr.  2,  „ 

„  3rd  .... 

Chancroid 

1 

55 

55  - 

„  Mar.  5,  „ 

,,  10th  .... 

Gonorrhoea 

1 

55  *••• 

55  -  - 

,,  Apr.  2,  „ 

„  11th  .... 

yy  . . .. 

1 

55  *•* 

55  - 

,,  Mar.  26,  „ 

,,  11th  .... 

Chancroids 

1 

55 

55  - 

19 

5  5  55  55 

„  12th  .... 

Scabies . 

1 

55 

55  -  - 

19 

5  5  5  5  x  1  55 

„  14th  .... 

Gonorrhoea 

1 

,,  .... 

55  -  - 

„  Apr.  2,  „ 

„  14th  .... 

Syphilis 

1 

j,  .... 

55  -  - 

,,  Mar.  19,  „ 

„  14th  .... 

Chancroids 

1 

55  - 

55  -  - 

19 

33  55  J-t/5  55 

,,  15th  .... 

yy  •  *  ** 

1 

55 

55  -  - 

19 

5  5  5  5  -LtO  >5  * 

„  15th  .... 

Syphilis 

1 

55 

55  ••••  - 

19 

55  55  ^  5  35 

„  15th  .... 

j?  —  — 

1 

55  •••* 

55  ••••  - 

,5  5,  26,  „ 

„  26th  .... 

Gonorrhoea 

1 

55 

55  -  - 

„  Apr.  19,  ,, 

,,  28th  .... 

55 

2 

55 

55  -  - 

19 

55  55  J-t/555 

„  31st  .... 

55  *••• 

1 

55 

55  -  - 

19 

55  5  5  J-t/5  55 

Apr.  1st  .... 

Scabies . 

1 

55  •••• 

55  -  •••• 

7 

55  5  5  1  5  5  5 

„  4th  .... 

Gonorrhoea 

1 

55  •••* 

55  •••*  - 

19 

55  5  5  -Lt/5  55 

„  7th  .... 

Scabies  .... 

1 

55  •••• 

55  *••• 

1 9 

5  5  5  5  “LiiJ5  55 

„  14th  .... 

Gonorrhoea 

1 

55  •••’ 

55  -  •••• 

„  May  6,  „ 

,,  17th  .... 

Scabies  .... 

1 

55  •••• 

55  - 

„  Apr.  23,  „ 

„  17th  .... 

Gonorrhoea 

1 

j,  .... 

55  - 

„  May  6,  „ 

,,  21st  .... 

55  ’  *  ** 

1 

55  *••• 

55  ••**  - 

5  5  5  5  ^5  55 

,,  22nd  .... 

Syphilis 

1 

55  '••• 

55  -  - 

6 

55  5  5  w5  55 

,,  26th  .... 

Gonorrhoea 

2 

55  "" 

55  -  - 

6 

5  5  5  5  w5  55 

„  28th  .... 

Syphilis 

1 

55  *••• 

55  -  - 

5  5  5  5  b  5  ,, 

May  3rd  .... 

Scabies  .... 

1 

55 

55  -  - 

55  5  5  lb,  ,j 

,,  8th  .... 

55  -  - 

1 

55  *••• 

55  -  •••• 

1  ^ 

5  5  5  5  X'^5  5  5 

„  9th  .... 

??  —  — 

1 

55 

55  -  '••• 

1  ^ 

5  5  5  5  X^5  55 

,,  10th  .... 

Gonorrhoea 

1 

55 

55  -  - 

1  S 

55  55  J-'“,5  55 

„  14th  .... 

5,  .... 

1 

55  •••• 

55  -  - 

97 

55  5  5  ^*555 

„  14th  .... 

Balanitis 

1 

55 

55  -  - 

„  „  20,  „ 

,,  15th  .... 

Scabies . 

1 

>5 

55  •••*  *••• 

55  55  20,  ,, 

,,  15th  .... 

Gonorrhoea 

1 

55 

55  - 

97 

„  16th  .... 

Scabies  .... 

1 

55  *••• 

55  - 

55  55  20,  ,, 

„  16th  .... 

,,  .... 

1 

55 

55  -  *••• 

97 

5  5  5  5  "*555 

„  17th  .... 

Gonorrhoea 

1 

55  •••• 

55  - 

97 

5  5  5  5  —  1  5  55 

„  19th  .... 

Scabies  . 

1 

55 

• 

55  -  - 

27 

55  55  ^ '  5  55 

,,  23rd  .... 

Gonorrhoea 

1 

55  *••• 

55  -  - 

27 

55  55  ^  •  5  55 

„  23rd  .... 

Chancroid  and 

Bubo . 

1 

55  •••' 

55  - 

27 

55  55  — 1  *  5  55 

,,  26th  .... 

Gonorrhoea 

1 

55 

55  *••• 

97 

yy  yy  u '  >  yy 

„  27th  .... 

Scabies . 

1 

55 

55  -  •••* 

,,  June  17,  ,, 

,,  31st  .... 

Gonorrhoea 

1 

55 

55  -  •••• 

55  55  ^5  55 

June  4th  .... 

Scabies  .... 

1 

•  55  *••• 

55  - 

y  y  y  y  11^  35 

„  5th  .... 

Gonorrhoea 

1 

55  •••* 

55  -  - 

24 

y  y  y  y  3  33 

„  7th  .... 

55  •••* 

1 

55  •••• 

55  - 

33  33  1  1  >  3> 
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TABLE  I. — Continued. 


Date  of 
Admission. 

( 

Disease.  A 

1919. 

June  9th  .... 

Chancroid 

10th  .... 

Gonorrhoea 

.  10th  .... 

Balanitis 

,,  14th  .... 

Gonorrhoea 

17th  .... 

55 

„  19th  .... 

55 

30th  .... 

Scabies  .... 

July  1st  .... 

Syphilis 

,,  3rd  .... 

Phinosis  and 

„  8th  .... 

Bubo.... 

Balanitis 

„  nth  .... 

Gonorrhoea 

„  15th  .... 

55 

Aug;  8th  .... 

5  5 

,,  11th  .... 

Gonorrhoea  and 

„  19th  .... 

Scabies 

Syphilis 

.  25th  .... 

55 

Sept.  5th  ... 
„  ‘  9th  ... 

Gonorrhoea 

Scabies . 

■  12th  ... 

Gonorrhoea 

18th  ... 

55 

„  20th  ... 

| 

55  | 

♦„  26th  ... 

55 

Oct.  1st  ... 

55 

,,  2nd  ... 

.  Scabies  . 

2nd  ... 

.  Gonorrhoea 

„  4th  ... 

Chancroids 

Nov.  7th  .. 

Scabies  .... 

„  Uth  .. 

.  Gonorrhoea 

Dec,  5th  .. 

Scabies  . 

1 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

1 

1 

1 

2 

2 

1 

1 

i 

1 

2 


Name  of  Vessel. 


H.M.S.  “Satellite” 


145 


5? 


55 


55 


55 


55 


55 

55 


55 


55 


55 


55 


55 


55 


55 


55 


55 


55 


55 


55 


55 


55 


55 


55 


Where  from. 


In  Tyne 


55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 

55 


Result. 


Discharged 


5? 
5? 
ii 
j  i 

>> 

11 

11 

5? 

55 
55 
55 
5  5 
55 
5  5 


June  24,  1919 


„  24, 

55 

„  24, 

55 

„  24, 

55 

„  24, 

55 

„  24, 

55 

July  4, 

55 

„  io, 

55 

„  10, 

55 

..  io, 

55 

„  18, 

55 

„  31, 

55 

Sept.  1, 

55 

1, 

5  5 

1, 

55 

1, 

55 

„  16, 

55 

„  16, 

55 

„  16, 

55 

„  26, 

55 

Oct.  8, 

55 

„  3, 

55 

„  io, 

55 

6 

55 

„  io, 

55 

„  10, 

55 

Nov.  13, 

55 

55  ” 

Dec.  9,  „ 
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Vessels  boarded  by  the  Medical  Officer  of  Health. 

352  vessels  have  been  visited  by  Medical  Officer  of  Health  on  account  of  reported  or  suspected  sickness  on  board. 

The  following  table  gives  the  list  of  vessels  boarded  during  1919  by  the  Medical  Officer  of  Health  on  account  of 
disease  on  board  during  the  voyage,  or  at  the  time  of  arrival  in  the  Tyne  : — 

TABLE  II. 


Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

1919. 
•Jan.  3 

Motor  Ship  “  Argo  ” 

Danish  ... 

Copenhagen 

Accident 

The  chief  engineer  was  examined,  and 
found  to  be  suffering  from  acci¬ 
dent. 

„  3 

s.s.  “  Demetian  ”  ... 

British  ... 

Skein 

Gastritis 

The  chief  officer  was  examined,  and 
found  to  be  suffering  from 
gastritis.  He  was  removed  to  the 
Jubilee  Hospital,  North  Shields, 
for  treatment. 

„  3 

s.s.  “  Excelsior  ”  ... 

Swedish  . . . 

London 

Accident 

The  3rd  mate  was  examined,  and 
found  to  be  suffering  from  acci¬ 
dent. 

„  3 

s.s.  “  Thule  ” 

Swedish . . . 

Hull 

Rheumatic  Fever 

< 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  rheu¬ 
matic  fever.  He  was  removed  to 
the  Jubilee  Hospital,  North 
Shields,  for  treatment. 

„  3 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

G  onorrhcea, 
Chancroids, 
Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
gonorrhoea,  one  of  chancroid,  and 
one  of  scabies.  They  were  re¬ 
moved  to  the  Floating  Hospital 
for  treatment,  and  the  vessel  dis¬ 
infected. 

„  5 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor- 
.  rhoea.  He  was  removed  to  the 

Floating  Hospital  for  treatment. 

„  6 

Motor  Ship  “  Njall  ” 

Danish  . . . 

Honfleur  ... 

Syphilis... 

One  of  the  seamen  was:  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  recommended 

to  Newcastle  Infirmary  for  treat¬ 
ment. 

„  6 

s.s.  “  Tormod  ”  ... 

Norwegian 

Drammen  ... 

Feverish  Colds  ... 

Seven  of  the  crew  were  examined, 
and  found  to  be  suffering  from 
feverish  colds.  Medical  treatment 
recommended. 

„  6 

s.s.  “  Kapland  ”  ... 

Norwegian 

Santander  ... 

Syphilis... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  recommended 

to  Newcastle  Infirmary  for  treat¬ 
ment. 

6 

i 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea.  He  was  removed  to  the 

Floating  Hospital  for  treatment. 
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TABLE  II . — Continued . 


Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Jan.  7 

s.s.  “  Enigheden  ”... 

Danish  .. 

Rouen 

Feverish  Cold  .. 

I 

| 

Two  of  the  firemen  were  examined, 
and  found  to  be  suffering  from 
feverish  cold.  Medical  treatment 
recommended. 

v  7 

h  M.S.  “  Satellite  ”... 

British  ... 

In  Tyne  .. 

i 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea.  He  was  removed  to  the 

Floating  Hospital  for  treatment. 

„  10 

n.M.s.  “  Satellite  ”... 

British  . . . 

In  Tyne  ... 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  three  cases  of 
scabies.  They  were  removed  to 
the  Floating  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

„  11 

1  h.m.s.  “Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea, 

Syphilis, 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  four  cases  of 
gonorrhoea,  one  case  of  syphilis, 
and  two  cases  of  scabies.  They 
were  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

13 

h.m.s.  “Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea, 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of  gon¬ 
orrhoea,  and  one  case  of  scabies. 
They  were  removed  to  the  Float¬ 
ing  Hospital  for  treatment.,  and 
the  vessel  disinfected. 

•m  14 

s.s.  “  Veronica  ”  ... 

Norwegian 

London 

Gonorrhoea 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  gonor¬ 
rhoea.  Medical  treatment  recom¬ 
mended. 

„  14 

s.s.  “  Skjold  ” 

Danish  ... 

Rouen 

Syphilis . 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from 
syphilis.  He  was  sent  home  for 
medical  treatment. 

„  14 

h.m.s.  “Satellite”... 

British  ... 

In  Tyne  ... 

Chancroid 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
chancroid.  He  was  removed  to 

the  Floating  Hospital  for  treat¬ 
ment. 

„  15 

s.s.  k,,Ragnvald  Jarl” 

Norwegian 

Christiana ... 

Feverish  Cold  ... 

Two  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
feverish  cold.  Medical  treatment 
recommended. 

„  16 

s.s.  “  Elsie  Mary  ”... 

Swedish  ... 

Gothenborg 

Hernia,  Scabies... 

Three  of  the  seamen  were  examined  • 
one  found  to  be  suffering  from 
hernia.,  and  the  other  tw o  from 
scabies.  Medical  treatment  re¬ 

commended,  and  the  crew  spaces 
disinfected. 
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TABLE  II.— Con  t  inned. 


Date. 

Name  of  Vessel.  j 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Jan .  17 

Motor  Ship  -4  Astor  ” 

Danish  . . . 

Liverpool  ... 

Hernia, 

Gonorrhoea 

Three  of  the  crew  were  examined ; 
one  found  to  be  suffering  from 
hernia,  and  the  other  two  from 
gonorrhoea.  Medical  treatment 

recommended. 

i  n 

h.m.s.  Satellite 

British  ... 

In  Tyne 

Gonorrhoea  and 
Syphilis 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea.  and  syphilis.  He  was  re¬ 

moved  to  the  Floating  Hospital 
for  treatment. 

„  18 

h.m.s.  ‘4  Satellite  ”... 

i 

British  ... 

In  Tyne  ... 

J 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  20 

s.s.  “  Nordfold  ”  ... 

Norwegian 

Rotterdam ... 

Accident 

The  2nd  engineer  was  examined,  and 
found  to  be  suffering  from 
accident. 

.,  20 

s.s.  “Tyskland”  .. 

Danish  ... 

Copenhagen 

Accident 

The  chief  officer  was  examined,  and 
found  to  be.  suffering  from  an 
accident.  He  was  removed  to  the 
Jubilee  Hospital,  North  Shields, 
for  treatment. 

„  20 

s.s.  “  Liv  ” 

Norwegian 

Rosario 

Feverish  Cold  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  a 
feverish  cold. 

„  20 

s.s.  “  Ossineke  ”  ... 

American 

Rotterdam . . . 

Gonorrhoea 

The  wireless  operator  was  examined, 
and  found  to  be  suffering  from 
gonorrhoea.  Medical  treatment 

.  recommended. 

„  20 

h.m.s.  Satellite  ”.. 

British  ... 

In  Tyne 

Syphilis... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  syphilis. 
He  was  removed  to  the  Floating 
Hospital  for  treatment. 

21 

s.s.  “  Bratsborg  ” 

i 

Norwegian 

Bergen 

Non-infectious  ... 

Six  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

t  re  a  t  men  t  recom  men  d  ed . 

21 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Scabies. 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies 
and  one  of  gonorrhoea.  They  were 
removed  to  the  Floating  Hospital 
for  treatment,  and  the  vessel  dis¬ 
infected. 

22 

s.s.  “  Risaldar  ”  ... 

British  ... 

London 

Venereal, 

Buboe 

One  of  the  Asiatic  seamen  was  exam¬ 
ined,  and  found  to  be  suffering 
from  venereal  buboe. 
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TABLE  II. — Continued . 


Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Jan.  22 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies, 

Syphilis 

s.s.  “  Flandria  ”  ... 

i 

British  ... 

1 

Gothenborg  ! 

i 

•1 

1 

l 

Rheumatism  and 
Scabies 

«  • 

,  23 

s.s.  “  Yendsyssel  " 

Danish  ... 

i 

Elsinore 

Eczema  ... 

♦,  .  23 

h.m.s.  Satellite 

British  ... 

| 

In  Tyne  ... 

i 

Gonorrhoea 

25 

h.m.s.  “  Satellite  ” 

British  ... 

In  dyne 

Scabies,  Phinosis 
and  Balanitis 

GO 

CM 

s.s.  Clan  Robert¬ 
son  ” 

British  .. 

Buenos  Ayres, 
Hull 

Non-infectious,  ... 

GO 

CM 

rv 

C' 

s  s.  “  Alfred  Hage  ” 

Danish  ... 

Copenhagen 

Influenza 

N* 

tv 

00 

h.m.s.  “  Satellite  ”  ... 

.  . 

British  ... 

Tn  Tyne  ... 

Scabies , 
Gonorrhoea, 

Sore 

„  30 

h.m.s  “  Satellite  ” 

British  .. 

I 

. 

In  Tyne  .. 

Gonorrhoea. 

Scabies, 

Syphilis 

„  31 

Motor  Ship  “  Provi 
dent  ’ 

-  Norwegian 
•> 

Christiania 

Lumbago 

Remarks. 


Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies, 
and  one  of  syphilis.  They  were 
removed  to  the  Floating  Hospital 
for  treatment,  and  the  vessel  dis¬ 
infected. 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
rheumatism  and  scabies.  He  was 
removed  to  the  Union  Hospital, 
South  Shields,  for  treatment. 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
eczema. 

Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
gonorrhoea.  They  were  removed 
to  the  Floating  Hospital  for  treat¬ 
ment. 


Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
scabies,  and  one  of  phinosis  and 
balanitis.  They  were  removed  to 
the  Floating  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

Seven  of  the  Asiatic  seamen  were 
examined,  and  found  to  be  suffer¬ 
ing  from  non-infections  com¬ 
plaints.  Medical  treatment  re¬ 
commended. 

The  chief  officer  was  examined,  and 
found  to  be  suffering  from 
influenza.  Medical  treatment  re¬ 
commended. 


Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
scabies,  one  of  gonorrhoea.,  and 
one  of  sore.  They  were  removed 
to  the  Floating  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of  gonor¬ 
rhoea,  two  of  scabies  and  one  of 
syphilis.  They  were  removed  to 
the  Floating  Hospital  for  treat¬ 
ment  and  the  vessel  disinfected. 

The  chief  engineer  was  examined,  and 
found  to  be  suffering  from  lum¬ 
bago.  Medical  treatment  recom¬ 
mended. 
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TABLE  II. — Continued. 


Date. 

1 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Feb.  1 

i  h.m.s.  “  Satellite 

British  .. 

In  Tyne 

Gonorrhoea 

| 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
gonorrhoea.  He  was  removed  to 
the  Floating  Hospital  for  treat¬ 
ment. 

„  3 

s  s.  “  Flora  ” 

Danish  .. 

Copenhagen 

Constipation 

The  stewardess  was  examined  and 
found  to  be  suffering  from 
constipation. 

„  3 

s.s.  “  Snar  ” 

Norwegian 

Rouen 

Non- infectious  ... 

Two  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
non-infectious  complaints.  Medical 
treatment  recommended. 

„  3 

s.s.  “  Teeswood  ”  ... 

British  ... 

» 

London 

Influenza 

One  of  the  Japanese  firemen  was  ex¬ 
amined,  and  found  to  be  suffering 
from  influenza.  He  was  removed 
to  the  Union  Hospital,  South 
Shields,  for  treatment. 

„  3 

s.s.  “  Dania  ” 

Dutch  ... 

Rotterdam 

Feverish  Cold  ... 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  a 
feverish  cold. 

„  4 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea.  He  was  removed  to  the 

Floating  Hospital  for  treatment. 

»  o 

s.s.  “  Lars  Lea  ”  ... 

Norwegian 

Christiania 

Blood  Poisoning 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  blood 
poisoning.  Medical  treatment  re¬ 
commended. 

v  5 

s.s.  ‘‘  Indnstria ”  ... 

Swedish  ... 

London 

Influenza 

The  2nd  engineer  was  examined,  and 
found  to  be  suffering  from  influ¬ 
enza. 

„  5 

s.s.  “  Sargasso  ”  .. 

British  ... 

1 

Hamburg  ... 

Feverish  Cold  ... 

Seven  of  the  crew  were  examined, 
and  found  to  be  suffering  from 
feverish  colds.  Medical  treatment 
recommended. 

„  5 

s.s.  “ Clivegrove ”... 

British  ... 

Middlesbro’ 

Influenza 

The  2nd  officer  was  examined,  and 
found  to  be  suffering  from  influ¬ 
enza. 

„  6 

s.s.  “  Melania  ” 

British  ... 

i 

Rotterdam... 

Abcess. 

Scabies 

Two  of  the  seamen  were  examined  : 
one  found  to  be  suffering  from 
abscess,  and  the  other  from 
scabies.  Medical  treatment  recom¬ 
mended,  and  the  crewspaces  dis¬ 
infected. 

„  6 

s.s.  “  Croningen  ”... 

British  ... 

London 

Accident 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  acci¬ 
dent. 

i 
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TABLE  If. — Continued. 


Date. 


Feb.  6 


6 


7 


7 


7 


8 


5* 


8 


10 


*  i 


10 


19 


11 


1 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

it  KM  ARKS. 

s.s.  *•  Huldra  ” 

Norwegian 

I 

Rouen 

Jaundice 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
jaundice.  He  was  removed  to  the 
Jubilee  Hospital,  North  Shields, 
for  medical  treatment. 

h.m.s.  “Satellite”... 

British  ... 

In  Tyne  ... 

Scabies, 

Syhilis, 
Venereal  Dis¬ 
ease. 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
scabies,  one  of  syphilis,  and  one 
of  venereal  disease.  They  were 

removed  to  the  Floating  Hospital 
for  treatment,  and  the  vessel  dis¬ 
infected. 

s.s.  “  Newbiggin  ”... 

British  ... 

Huelva 

Rupture, 

Syphilis, 

Gonorrhoea 

Four  of  the  crew  were  examined  ;  one 
found  to  be  suffering  from  rup¬ 
ture,  one  from  syphilis,  and  two 
from  gonorrhoea.  They  were 

recommended  to  Newcastle  Infirm¬ 
ary  for  treatment. 

ss  “Alexander- 

polder 

Dutch  ... 

Hull 

Feverish  Cold  . . . 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  a.  fever¬ 
ish  cold. 

h.m.s.  “  Satellite  ” 

British  ... 

In  Tyne 

Syphilis, 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
syphilis,  and  one  of  scabies.  They 
were  removed  to  the  Floating  Hos¬ 
pital  for  treatment,  and  the  vessel 
disinfected. 

Motor  Ship  “Niels  ” 

Danish  .. 

Blyth 

Ear  Complaint  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  ear 
complaint.  Medical  treatment 

recommended. 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

Motor  Ship  “  Roll” 

Norwegian 

Havre 

Influenza 

The  chief  engineer  was  examined,  and 
found  to  ce  suffering  from  influ¬ 
enza. 

h.m.s.  “  Satellite 

British  ... 

In  Tyne 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

s.s  “  Falka  ” 

i 

Swedish  ... 

Rotterdam... 

Syphilis 

J 

» 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  recommended 

to  Newcastle  Infirmary  for  treat¬ 
ment. 

15 


TABLE  II. — Continued. 


Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Feb.  11 

s.s.  “  Annemor  ” 

Norwegian 

Rouen 

Feverish  Cold  ... 

The  2nd  mate  was  examined,  and 
found  to  be  suffering  from  a  fever¬ 
ish  cold. 

„  n 

s.s.  “Aim” 

Norwegian 

Rouen 

Bronchitis 

The  2nd  cook  was  examined,  and 
found  to  be  suffering  from  bron¬ 
chitis. 

„  11 

s.s.  “  Oude  Maas  ” 

Dutch  ... 

Rotterdam... 

Non-infectious  .. 

Seven  of  the  crew  were  examined, 
and  found  to  be  suffering  from 
non-infectious  complaints.  Medi¬ 
cal  treatment  recommended. 

„  11 

h.m.s.  “Satellite”.. , 

British  ... 

In  Tyne 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
scabies.  They  were  removed  to 
the  Floating  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

„  12 

s.s.  “  Erken  ” 

Norwegian 

N  antes 

Gonorrhoea 

Two  of  the  crew  were  examined ;  one 
found  to  be  suffering  from  gonor¬ 
rhoea,  and  the  other  from  feverish 
cold.  Medical  treatment  recom¬ 
mended. 

„  12 

s.s.  “Diana” 

Norwegian 

Antwerp  ... 

Feverish  Cold  ... 

The  steward  was  examined,  and  found 
to  be  suffering  from  a  feverish 
cold. 

„  V2 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
■Staff  Surgeon  of  a  case  of  gonor¬ 
rhoeal.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

„  13 

s.s.  “Oscar  Fredrik” 

Swedish  ... 

Christiania 

Accident 

One  of  the  seamen  was  examined,  and 
-  found  to  be  suffering  from  acci¬ 
dent. 

„  13 

h.m.s.  “Satellite  ”... 

British  ... 

In  Tyne  . . . 

Syphilis 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  syphilis. 
He  was  removed  to  the  Floating 
Hospital  for  treatment. 

„  16 

s.s.  “  Glasgow  ”  ... 

British  . . . 

Rotterdam . . . 

Bronchial  Cold, 
Influenza 

Two  of  the  crew  were  examined ;  one 
found  to  be  suffering  from  bron¬ 
chial  cold,  and  the  other  from 
influenza. 

„  17 

s.s.  “  Hillingdon”... 

British  ... 

London 

Influenza, 

Suspected  En¬ 
teric  Fever 

The  chief  officer  was  examined,  and 
found  to  be  recovering  from  influ¬ 
enza.  He  was  sent  home  for 

medical  treatment.  The  wireless 
operator  was  also  examined,  and 
found  to  be  suffering  from  sus¬ 
pected  enterio  fever.  He  was 

removed  to  Walker  Gate  Hospital 
for  medical  treatment,  and  the 
berth  disinfected. 
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TABLE  II. — Continued. 


Date. 

Name  of  Vessel. 

j 

Nationality  ; 

1 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Feb.  17 

H  M.s.  “  Satellite 

British  ... 

In  1  y  ne  • » . 

Gonorrhoea, 

Scabies, 

Syphilis 

Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
gonorrhoea,  two  of  scabies,  and 
one  of  syphilis.  They  were  re¬ 
moved  to  the  Floating  Hospital 
for  treatment,  and  the  vessel  dis¬ 
infected. 

„  18 

s.s.  “  Italier  ” 

Belgian  ... 

Antwerp  ... 

Malarial  Fever  .. 

The  wireless  operator  was  examined, 
and  found  to  be  suffering  from 
malarial  fever.  He  was  removed 
to  the  Northern  General  Hospital, 
Newcastle,  for  medical  treatment. 

„  18 

H.M.S.  “  Satellite  “ 

British  ... 

In  Tyne  ... 

Chancroid 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  chan¬ 
croid.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

„  19 

s.s.  <£  Osten  ” 

Norwegian 

Dartmouth 

Venereal  Disease 

One  of  the  firemen  was  examined, 
and  found  to  be  suffering  from 
venereal  disease.  He  was  removed 
to  the  Union  Hospital,  North 
Shields,  for  medical  treatment. 

„  19 

h.m.s.  “  Satellite  ” 

British  .  . 

In  Tyne  ... 

Scabies  . . 

Notification  was.  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

Two  of  the  firemen  were  examined, 
and  found  to  be  suffering  from 
influenza.  They  were  removed  to 
the  Union  Hospital,  North  Shields, 
for  medical  treatment. 

„  20 

s.s.  “  Aldworth  ”  ... 

British  ... 

Grimsby  ... 

Influenza 

„  20 

s.s.  “  Inneroy  ” 

Norwegian 

Rouen 

Gonorrhoea 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  gonor¬ 
rhoea.  He  was  removed  to  the 
Union  Hospital,  North  Shields, 
for  treatment. 

„  20 

h.m.s.  “  Satellite  ” 

British  .. 

In  Tyne  ... 

Gonorrhoea, 
Chancroid, 
Gonorrhoeal 
Rheumatism 
and  Hernh 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of  gon¬ 
orrhoea,  one  of  chancroid,  and  one 
of  gonorrhoeal  rheumatism  and 
hernia.  They  were  removed  to 
the  Floating  Hospital  for  treat¬ 
ment. 

21 

s.s.  “  Blush  Rose  ” 

British  .. 

.  London 

.  Influenza 

The  Captain  was  examined,  and  found 
to  be  suffering  from  influenza. 
Medical  treatment  recommended. 

„  21 

s.s.  “Louga” 

.  British  .. 

.  Calais 

.  Influenza 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  influ¬ 
enza.  Medical  treatment  recom¬ 
mended  . 
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TABLE  II. — Continued. 


Date. 

Name  of  Vessel. 

!  Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Feb.  21 

s.s.  ‘City  of  Chester1 

1 

British  ... 

Middlesbro1 

Feverish  Cold  ... 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from  feverish 
cold. 

„  21 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of  gonor¬ 
rhoea.  He  was  removed  to  the 

Floating  Hospital  for  treatment. 

„  24 

s.s.  “  Pingouin  ”  ... 

French  ... 

Honflenr  ... 

Influenza 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  influ¬ 
enza.  They  were  removed  to  the 
Dean’s  Hospital,  South  Shields, 
for  medical  treatment. 

„  24 

s.s.  “Cornishman” 

British  ... 

Murmansk ... 

Hernia  ... 

The  steward  was  examined,  and  found 
to  be  suffering  from  hernia.  Med¬ 
ical  treatment  recommended. 

v  24 

s.s.  “  Dunleith  11  ... 

British  ... 

Calais 

Feverish  Cold  ... 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  a  fever¬ 
ish  cold. 

„  24 

s.s.  “  Zuid  Holland  ” 

Dutch  ... 

t 9 

Rotterdam... 

Blood  Poisoning 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  blood 
poisoning. 

„  24 

h.m.s.  “  Satellite  ” 

British  . . . 

In  Tyne  ... 

Syphilis, 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
syphilis,  and  one  of  gonorrhoea. 
They  were  removed  to  the  Float¬ 
ing  Hospital  for  treatment. 

„  25 

s.s.  “  Ask  ” 

Swedish  ... 

Gothenborg 

Feverish  Cold  ... 

The  2nd  officer  was  examined,  and 
found  to  be  suffering  from  a 
.  feverish  cold. 

„  25 

s.s.  “  Bastant  ” 

Norwegian 

Rouen 

Bronchial  Cold... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  bron¬ 
chial  cold. 

„  '25 

s.s.  “  Stokke  ” 

Norwegian 

Rouen 

Gonorrhoea 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  gonor¬ 
rhoea. 

„  26 

s.s.  “  Mortlake  ”  ... 

British  ... 

London 

Bronchial  Cold  ... 

Two  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
bronchial  colds. 

„  26 

s.s.  “  Falkefjeld  ”... 

Norwegian 

London 

Feverish  Cold  ... 

Seven  of  the  crew  were  examined, 
and  found  to  be  suffering  from 
feverish  colds.  Medical  treat¬ 

ment  recommended. 

„  27 

s.s.  “  Matti  ” 

Norwegian 

Rouen 

1 

Non-infectious  ... 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

tr  eatmen  t  rec  o  m  mended . 
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TABLE  II. — Continued . 


Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Mar.  1 

s.s.  “Flamma” 

British  ... 

London 

Bronchial  Cold  ... 

Three  of  the  firemen  were  examined, 
and  found  to  be  suffering  from 
bronchial  colds.  They  were  sent 
home  for  medical  treatment. 

„  1 

h.m  8  “  Satellite  ” 

British  ... 

In  Tyne  ... 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

„  3 

s.s. Skulda  ” 

Norwegian 

London 

Feverish  Cold  ... 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  a 
feverish  cold.  Medical  treatment 
recommended. 

1,  3 

h.m.s.  “  Satellite  ” 

British  ... 

In  Tyne 

Chancroid  and 

Hernia 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  chancroid 
and  hernia.  He  was  removed  to 
the  Floating  Hospital  for  treat¬ 
ment. 

4 

s.s.  “  Hispania  ”  ... 

Swedish  ... 

Gothenborg 

Ulcerated  Throat 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  ulcer¬ 
ated  throat.  Medical  treatment 

recommended. 

U  4: 

s.s.  “  Fredriksholm  ” 

Swedish  ... 

Rochefort  ... 

Hernia, 

Syphilis 

Two  of  the  seamen  were  examined ; 
one  found  to  be  suffering  from 
hernia.,  and  the  other  from 
syphilis.  They  were  both  recom¬ 
mended  to  Newcastle  Infirmarv 
for  treatment . 

„  4 

s.s.  “  Russ  ” 

Danish  ... 

Dunkirk  . . . 

X  on-infectious  .. 

Fourteen  of  the  crew  were  examined, 
and  found  to  be  suffering  from 
non-inf  ectious  complaints.  Medi¬ 
cal  treatment  recommended. 

s.s.  “Rene” 

• 

Belgian  ... 

Antwerp  ... 

Scabies  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  scabies. 
He  was  removed  to  the  Union 
Hospital,  Newcastle,  for  medical 
treatment,  and  the  vessel  disin¬ 
fected. 

s.s.  “  Patent  ” 

Norwegian 

Christiania 

Feverish  Cold  . . . 

The  steward  was  examined,  and  found 
to  be  suffering  from  a  feverish 
cold. 

M  5 

s.s.  Bayleaf  ” 

British  ... 

Scalpa  Flow 

Feverish  Cold  ... 

The  master  was  examined,  and  found 
to  be  suffering  from  a  feverish 
cold. 

s.s.  “Mitau” 

Danish  ... 

Copenhagen 

Non-inf ectious  ... 

TWo  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended. 
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TABLE  II. — Continued. 


Date 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Alar.  8 

s.s.  “  Westford  ”  ... 

British  ... 

Rouen 

Feverish  Cold  ... 

„  8 

s.s.  “  Moskov  ” 

Danish  ... 

Cadiz 

Feverish  Cold  ... 

„  8 

s.s.  ‘k  Riberhuus  ”  ... 

Danish  ... 

Copenhagen 

Syphilis, 

Enteritis 

„  io 

s.s.  Elsie  Mary  "  ... 

Swedish ... 

Southampton 

Syphilis, 

Scabies 

„  10 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea 

„  11 

H.m.s.  “  Satellite  '  ... 

British  ... 

In  Tyne 

Gonorrhoea, 

Chancroid 

„  12 

s.s.  “  Bergsund  ”  ... 

Norwegian 

Rouen 

Gastric  Enteritis 

' 

h.m.s.  “Satellite”... 

British  ... 

In  Tyne 

Scabies  ... 

M  ay  14 

h.m  s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea, 

Syphilis 

„  15 

s.s.  “  Fenris  ” 

Norwegian 

Treport 

Feverish  Cold  ... 

Remarks. 


One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  a 
feverish  cold. 

One  of  the  passengers  was  examined, 
and  found  to  be  suffering  from  a 
feverish  cold. 

Two  of  the  crew  were  examined ;  one 
found  to  be  suffering  from  syphilis, 
and  the  other  from  enteritis.  The 
former  was  recommended  to  New¬ 
castle  Infirmary  for  treatment, 
and  the  latter  was  sent  home. 

Two  of  the  crew  were  examined ;  one 
found  to  be  suffering  from  syphilis, 
and  the  other  from  scabies.  The 
former  was  recommended  to  New¬ 
castle  Infirmary  for  treatment, 
and  the  latter  was  treated  on 
board,  and  the  vessel  disinfected. 


Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 


Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of  gonor¬ 
rhoea,  and  one  of  chancroid.  They 
were  removed  to  the  Floating 
Hospital  for  treatment. 


One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  gastric 
enteritis.  He  was  sent  home  for 
medical  treatment. 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 


Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
gonorrhoea,  and  one  of  syphilis. 
They  were  removed  to  the  Float¬ 
ing  Hospital  for  treatment. 

The  mess  room  steward  was  examined, 
and  found  to  be  suffering  from  a 
feverish  cold. 
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TABLE  II — Continued. 


Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

May  15 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Syphilis, 

Chancroids 

„  17 

s.s.  **  Wilhelmma  ” 

Swedish  ... 

Rotterdam 

Feverish  Cold  ... 

19 

s  s.  “  Shoreham  "  ... 

British  ... 

London 

Influenza 

„  20 

s.s.  “  Texas  ” 

Danish  ... 

Antwerp  .. 

Septic  Throat  ... 

„  21 

s.s.  “  Majorca  ” 

British  ... 

Rouen 

Hernia  ... 

„  21 

s.s.  “  Merwede  ”  ... 

Dutch  ... 

Trondjhem 

Constipation 

„  21 

s.s.  “  Conde  de  Zub- 
iria  ” 

Spanish  ... 

Bilbao 

Non-infectious  ... 

„  24 

s.s.  “Audax” 

French  ... 

Havre 

Cellulitis 

»  24 

s.s.  “  Olothilde 

Cuneo ’ 

Norwegian 

Philadelphia 

Accident 

„  26 

h.m.s.  “  Satellite  ”... 

British  . . 

In  Tyne  ... 

Gonorrhoea 

„  28 

h.m.s.  “  Satellite  ”... 

• 

British  .. 

In  Tyne 

Gonorrhoea 

„  31 

« 

h.m.s.  “Satellite”.. 

British  .. 

In  Tyne 

Gonorrhoea 

Remarks, 


Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
syphilis,  and  one  of  chancroid. 
They  were  removed  to  the  Float¬ 
ing  Hospital  for  treatment 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  a 
feverish  cold. 

One  of  the  seamen  was  examined,  and 
found  to  be  recovering  from  influ¬ 
enza. 

The  2nd  officer  was  examined,  and 
found  to  be  suffering  from  septic 
throat. 

One  of  the  crew  was  examined,  and 
found  to  be  suffering  from  hernia. 
He  was  removed  to  the  Jubilee 
Hospital,  North  Shields,  for  treat¬ 
ment*. 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  consti¬ 
pation. 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  a  non- 
infectious  complaint.  Medical 
treatment  recommended. 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  a 
poisoned  hand.  He  was  removed 
to  the  Ingham  Infirmary  for 
operation. 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  acci¬ 
dent. 

Notification  was  received  from  the 
Staff  Surgeon  of  a.  case  of  gonor¬ 
rhoea.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
gonorrhoea.  They  were  removed 
to  the  Floating  Hospital  for  treat¬ 
ment. 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 
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TABLE  II. — Con  tin  ued. 


Date. 

i 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remakks. 

Mar.  31 

s.s.  “  Kullen  " 

Swedish  ... 

Gothenburg 

Feverish  Cold  ... 

The  cook  was  examined,  and  found  to 
be  suffering  from  a  feverish  cold. 

„  31 

s.s.  “  Jan  ” 

Danish  ... 

London 

Feverish  Cold  ... 

The  mess  room  steward  was  exam¬ 
ined,  and  found  to  be  suffering 
from  a  feverish  cold. 

April  1 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  d  i  s  in  footed . 

„  4 

s.s.  “  Danelag  ” 

Danish  ... 

Copenhagen 

Non-infectious  ... 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended . 

„  4 

s.s.  “A  Wicander  ” 

Swedish ... 

Stockholm  ... 

Septic  Throat  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  septic 
throat. 

„  4 

s  s.  “  Start  ” 

Norwegian 

Rouen 

Gonorrhoea, 

Rheumatism 

Two  of  the  crew  were  examined  ;  one 
found  to  be  suffering  from  gonor¬ 
rhoea,,  and  the  other  from  rheuma¬ 
tism.  Medical  treatment  recom¬ 
mended. 

v  4 

h.m.s.  “  Satellite”... 

British  ... 

In  Tyne  ... 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoeal.  He  was  removed  to  the 

Floating  Hospital  for  treatment. 

„  o 

s.l.  “  Marie  ” 

Danish  ... 

Copenhagen 

Feverish  Cold  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  a 
feverish  cold. 

„  5 

s.s.  “  Torne  ” 

Norwegian 

Rosario 

Rheumatism 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  rheu¬ 
matism. 

5 

s.s.  “  Tamarac  ”  ... 

British  ... 

Blyth 

Feverish  Cold  ... 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  feverish 
colds.  Medical  treatment  recom¬ 
mended. 

„  7 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  7 

s.s.  “  Texas  ” 

1 

Danish  ... 

Antwerp  ... 

Non-infectious  ... 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treat  m  en  t  recom  men  d  ed . 
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Date. 

Name  of  Vessel. 

Nationality 

Where  from. 

Nature  of  Sickness. 

Remarks. 

April  8 

s.s.  “  Graf  Schuwa- 
low  ’ 

Russian  .. 

.  London 

•  Syphilis 

One  of  the  seamen  was  examined,  and 
found  to  be  stuttering  from  syphilis. 
He  was  recommended  to  Newcastle 
Infirmary  for  treatment. 

„  8 

s.s.  “  Enigheden 

o 

. 

Danish  .. 

Copenhagen 

Feverish  Cold  .. 

* 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  fever¬ 
ish  colds. 

8 

s.s.  ‘‘  Fjikembang” 

American 

Copenhagen 

Abscess 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  abscess. 

9 

s.s.  “  Ingunn  ” 

O 

Norwegian 

Boulogne  ... 

CT’ 

Feverish  Cold  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  a 
feverish  cold. 

„  9 

s.s.  “  Diana  ” 

Danish  .. 

Copenhagen 

Feverish  Cold 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  a 
feverish  cold. 

«  9 

Motor  “Elin” 

Norwegian 

Rouen 

Venereal  Bubo  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  venereal 
bubo.  He  was  removed  to  the 

Union  Hospital,  South  Shields,  for 
treatment! 

„  14 

h.m.s.  Satellite  "... 

British  ... 

» 

In  Tyne  ... 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea..  He.  was  removed  to  the 
Floating  Hospital  for  treatment. 

„  14 

s.s.  “  Salonica  ” 

Norwegian 

Christiania 

Feverish  Cold  ... 

Two  of  the  firemen  were  examined, 
and  found  to  be  suffering  from 
feverish  colds.  Medical  treatment 
recommended. 

„  14 

Motor  “  Alberta  ”... 

Dutch  ... 

Delfzyl 

Blood  Poisoning 
Abscess 

Two  of  the  seamen  were  examined ; 
one  found  to  be  suffering  from 
blood  poisoning,  and  the  other 
from  abscess.  They  were  both 

removed  to  the  Jubilee  Hospital, 
North  Shields,  for  medical  treat¬ 
ment. 

„  15 

s.s.  ‘‘  Trinmf  ” 

Swedish  ... 

Fernandina 

Non-infectious  ... 

Two  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
non-infectious  complaints.  Medi¬ 
cal  treatment  recommended. 

„  17 

h.m  s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Scabies, 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies, 
and  one  of  gonorrhoea.  They  were 
removed  to  the  Floating  Hospital 
for  treatment,  and  the  vessel  dis¬ 
infected. 

23 


TABLE  II. — Continued. 


Dare. 

Name  of  Vessel 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

April  19 

s.s.  “Algama” 

British  ... 

T  report 

Gonorrhoea  and 

Orchitis 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  gonor¬ 
rhoea  and  orchitis.  He  was 

recommended  to  Newcastle  Infirm¬ 
ary  for  treatment. 

„  21 

s.s.  “  Alfred  Nobel  ” 

Norwegian 

La  Plata  .. 

Hernia 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  hernia. 
He  was  removed  to  the  Jubilee 
Hospital,  North  Shields,  for  medi¬ 
cal  treatment. 

„  21 

s.s.  “Fram” 

Norwegian 

Posario 

Non-infectious  .. 

/ 

Two  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
non-infectious  complaints.  Medi¬ 
cal  treatment  recommended. 

21 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea..  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

,,  22 

s.s.  “  Phone  ” 

Danish  ... 

Lisbon 

Gonorrhoea 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  gonor¬ 
rhoea.  Medical  treatment  recom¬ 
mended. 

.,  22 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Syphilis 

Notification  was  received  from  the 
Staff  Surgeon  of  a.  case  of  syphilis. 
He  was  removed  to  the  Floating 
Hospital  for  treatment. 

„  23 

s.s.  “Losna” 

Norwegian 

Gothenborg 

Non-infectious  ... 

Four1  of  the  crew  were  examined,  and' 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

'  treatment  recommended. 

,>  26 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tvne 

J 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

» 

to 

oc 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Syphilis 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  syphilis. 
He  was  removed  to  the  Floating 
Hospital  for  treatment. 

„  28 

s.s.  “Anders” 

Norwegian 

Dartmouth 

Feverish  Cold  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  a 
feverish  cold. 

to 

00 

s.s.  “  Lippe  ” 

British  ... 

Leith 

Pneumonia 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
pneumonia.  He  was  removed  to 
the  Jubilee  Hospital,  North 
Shields,  for  treatment. 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

April  29 

s.s.  “  Kentucky 

Banish  ... 

Rio  de  Jan¬ 
eiro 

Venereal  Bubo. 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  vener¬ 
eal  bubo.  Medical  treatment 

recommended. 

„  30 

s.s.  “  Stegeborg  ”  ... 

X  orwegian 

Wester vik  ... 

Non-infectious  ... 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recoin  mended. 

Mav  3 

«/ 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

s.s.  “  S.N.A.  2  ”  ... 

French  ... 

Rouen 

Intemperance  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  intem¬ 
perance. 

„  8 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  .  . 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  9 

s.s.  “  Amity  ” 

Danish  ... 

Copenhagen 

Gonorrhoea 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  gonor¬ 
rhoea.  Medical  treatment  recom¬ 
mended. 

„  9 

s.s.  “  Bratsberg  ”... 

Norwegian 

La  Plata  ... 

Septic  Throat  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  septic 
throat. 

„  9 

s.s.  “  Torne  ” 

Swedish ... 

Gothenburg 

Non-infectious ... 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended. 

„  9 

s.s.  u  Turbo  ” 

British  ... 

Ronen 

Non-infectious  ... 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended. 

„  9 

h.m.s.  “  Satellite  ”... 

British  . . . 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  io 

s.s.  “  Kronprins 

Fredrik  ” 

I  )anish  . . . 

Copenhagen 

Septic  Throat  ... 

1 

The  2nd  officer  was  examined,  and 
found  to  be  suffering  from  septic 
throat.  Medical  treatment  recom¬ 
mended. 
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Date. 

Name  of  Vessel. 

Nationality 

Where  from. 

Nature  of  Sickness. 

Remarks. 

May  10 

h.m.s.  “  Satellite  ”... 

British  ... 

Tn  Tyne 

Gonorrhoea 

!  Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of  gon¬ 
orrhoea.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

„  11 

s.s.  “  Harald  ” 

Danish  ... 

Elsinore 

Rheumatic  Fever 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  rheu¬ 
matic  fever.  He  was  removed  to 
the  Jubilee  Hospital,  North 
Shields,  for  medical  treatment. 

„  14 

s.s.  “  Kolgoef  ” 

Russian  ... 

Dover 

Gonorrhoea 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  gonor¬ 
rhoea.  Medical  treatment  recom¬ 
mended. 

„  14 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea, 

Balanitis 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of  gon¬ 
orrhoea  and  one  of  balanitis. 
They  were  removed  to  the  Float¬ 
ing  Hospital  for  treatment. 

,,  15 

s.l.  “Velox” 

Dutch  . .  • 

Antwerp  . . . 

Accident 

The  chief  officer  was  examined,  and 
found  to  be  suffering  from  acci¬ 
dent. 

,,  15 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies, 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
scabies,  and  one  of  gonorrhoea. 
They  were  removed  to  the  Float¬ 
ing  Hospital  for  treatment,  and 
the  vessel  disinfected. 

„  16 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
scabies.  They  were  removed  to 
the  Floating  Hospital  for  treat - 
*  ment,  and  the  vessel  disinfected. 

>,  17 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

„  19 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  21 

s.s.  “  Thorium  ”  ... 

Norwegian 

Christiania 

Bronchial  Cold... 

Two  of  the  firemen  were  examined, 
and  found  to  be  suffering  from 
bronchial  cold.  Medical  treat¬ 

ment  recommended. 

„  21 

s.s.  “Bro” 

Norwegian 

Rouen 

Gonorrhoea 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  gonor¬ 
rhoea.  He  was  removed  to  the 
Union  Hospital,  South  Shields, 
for  medical  treatment. 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

May  23 

h.m.s.  “  Satellite  ”... 

9 

British  ... 

In  Tyne 

Gonorrhoea, 
Chancroid  and 
Bubo. 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of  gon¬ 
orrhoea,  and  one  of  chancroid  and 
bubo.  They  were  removed  to  the 
Floating  Hospital  for  treatment. 

„  26 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea 

• 

Notification  was  received,  from  the 
Staff  Surgeon  of  one  case  of  gon¬ 
orrhoea.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

„  27 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
scabies.  He  was  removed  to  the 
Floating  Hospital  for  treatment, 
and  the  vessel  disinfected. 

„  29 

s.s.  “Crosshill”  .. 

British  ... 

Buenos  Ayres, 
Antwerp 

Enteric  Fever  ... 

The  4th  engineer  was  examined,  and 
found  to  be  suffering  from  enteric 
fever.  He  was  removed  to  the 
Walker  Gate  Hospital  for  treat¬ 
ment  ;  the  water  tanks  were 
emptied  and  cleansed,  and  the 
vessel  disinfected. 

„  29 

s.s.  “  Tanka  ” 

Norwegian 

Charleston  . . 

Hernia  ... 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  hernia. 
Medical  treatment  recommended. 

„  29 

s.s.  •*  Cairnside  ”  ... 

British  ... 

Fecamp 

Infected  Port  ... 

The  Medical  Officer  of  Health  exam- 

ined  the  crew,  13  in  number,  and 

found  them  all  well.  Ten  of  the 
crew  had  been  re-vaccinated  at 
Fecamp  on  account  of  smallpox 
there. 

„  31 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

June  4 

s.s.  “Canada” 

Russian  ... 

Murmansk ... 

Feverish  Cold  ... 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from  feverish 
colds.  Medical  treatment  recom¬ 
mended. 

„  4 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
scabies.  He  was  removed  to  the 
Floating  Hospital  for  treatment, 
and  the  vessel  disinfected. 

i,  5 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea,.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

June  7 

s.s.  “  Rena  ” 

f 

Norwegian 

Java 

Venereal  Disease, 
Malarial  Fever, 

Four  of  the  crew  were  examined ; 
three  found  to  be  suffering  from 
venereal  disease,  and  the  other 
from  malarial  fever.  Medical 

treatment  recommended. 

„  7 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea..  He  was  removed  to  the 

Floating  Hospital  for  treatment. 

„  9 

h.m.s.  “  Satellite  ”... 

• 

British  ... 

In  Tyne 

Chancroid 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
chancroid.  He  was  removed  to 

the  Floating  Hospital  for  treat¬ 
ment. 

,,  io 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea, 

Balanitis, 

Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
gonorrhoea,  and  one  of  balanitis. 
They  were  removed  to  the  Float¬ 
ing  Hospital  for  treatment. 

„  11 

s.s.  “Verna” 

Swedish  . . . 

Gothenborg 

Indigestion 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  indi¬ 
gestion. 

„  14 

s.s.  “Mary” 

Danish  ... 

Kallundberg 

Indigestion, 

Scabies, 

Two  of  the  crew  were  examined ;  one 
found  to  be  suffering  from 
indigestion,  and  the  other  from 
scabies.  Medical  treatment  recom¬ 
mended,  and  the  crewspaces  disin¬ 
fected 

„  14 

/ 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
gonorrhoea.  He  was  removed  to 
the  Floating  Hospital  for  treat¬ 
ment. 

„  16 

s.s.  “Lao” 

Swedish  ... 

Buenos  Ayres 

Venereal  Disease 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  vener¬ 
eal  disease.  Medical  treatment 

recommended. 

„  16 

s.s.  “  Boden  ” 

Swedish  ... 

Buenos  Ayres 

Paralysis 

One  of  the  crew  was  examined,  and 
found  to  be  suffering  from  paraly¬ 
sis. 

„  17 

s.s.  “  Ophir  ” 

Norwegian 

Rouen 

Gonorrhoea 

One  of  the  crew  was  examined,  and 
found  to  be  suffering  from  gonor¬ 
rhoea. 

„  17 

s.s.  “  Bonna  ” 

Norwegian 

1 

Fredrikstadt 

Jaundice 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  jaun¬ 
dice. 

17 

18 

18 

19 

19 

19 

27 

27 

27 

29 

30 
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Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
gonorrhoea.  He  was  removed  to 
the  Floating  Hospital  for  treat¬ 
ment. 

Motor  “  Aktiv  1  ”... 

Norwegian 

Larvik 

Influenza 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from 
influenza. 

s.s.  “  Dusseldorf 

Norwegian 

Hull 

Measles 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  measles. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

Motor  “  Rugso  ”  ... 

Norwegian 

Dieppe 

Scabies 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  scabies. 
Medical  treatment  recommended, 
and  the  vessel  disinfected. 

s.s.  “  Orion  ” 

Swedish ... 

Rosario 

Phthisis 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
phthisis.  He  was  removed  to  the 
Union  Hospital,  South  Shields,  for 
treatment,  and  the  vessel  disin¬ 
fected. 

h.m.s.  k‘  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 

gonorrhoea.  He  was  removed  to 
the  Floating  Hospital  for  treat¬ 
ment. 

s.s.  “  Jan  ” 

Norwegian 

St  Nazaire  ... 

Non-infectious  ... 

One  of  the  passengers  was  examined, 
and  found  to  be  suffering  from  a 
non-infectious  complaint. 

s.s.  “  Mode  ” 

Swtdish . . . 

Hernosand... 

Disordered 

Stomach, 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  a  dis¬ 
ordered  stomach. 

s.s.  “  Apollo  ” 

British  ... 

Bilbao 

Diarrhoea 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
diarrhoea.  Medical  treatment 

recommended. 

s.s.  “  Sterling  ” 

Norwegian 

Christiania... 

Quinsy 

One  of  the  passengers  was  examined, 
and  found  to  be  suffering  from 
quinsy.  He  was  removed  to  the 
Military  Hospital,  Newcastle,  for 
treatment. 

h.m.s,  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
scabies.  He  was  removed  to  the 
Floating  Hospital  for  treatment, 
and  the  vessel  disinfected. 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

July  J 

s.s.  “  Regna  ” 

Norwegian 

Copenhagen 

Accident 

Two  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
accidents.  They  were  removed 

to  the  Ingham  Infirmary  for  treat¬ 
ment. 

„  1 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Syphilis  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  one  ca.se  of 
syphilis.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

o 

s.l.  “Eudora” 

Norwegian 

Christiania 

Tonsilitis, 
Feverish  Cold 

, 

Two  of  the  seamen  were  examined  : 
one  found  to  be  suffering  from 
tonsilitis,  and  the  other  from 
feverish  cold.  Medical  treatment 
recommended. 

„  3 

h.m.s.  “  Satellite”... 

British  ... 

In  Tyne 

Phinosis, 

Bubo 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
phinosis  and  bubo.  He  was  re¬ 
moved  to  the  Floating  Hospital 
for  treatment. 

„  4 

s.s.  “  Menominee  ” 

f 

British  ... 

Archangel, 

Brest 

Boils 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  boils. 

„  5 

s.s.  “  Margit  Skog- 
land  ’  ’ 

Norwegian 

Buenos  Ayres 

Non-infectious  ... 

Four  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended. 

„  7 

s.s.  “  Kong  Helge  ” 

Norwegian 

Skein 

Disordered 

Stomach 

Two  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
disordered  stomach.  Medical 

treatment  recommended. 

„  7 

s.s.  “  Sirrah  ” 

Norwegian 

Buenos  Ayres 

Blood  Poisoning 

! 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  blood 
poisoning. 

h.m.s.  “  Satellite”... 

British  ... 

In  Tyne 

Balanitis 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
balanitis.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

V  9 

s.s.  “  Constantine  ” 

British  . . 

Rouen 

Rheumatism  ... 

1 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from 
rheumatism. 

„  11 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea  ... 

I 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
gonorrhoea.  He  was  removed  to 
the  Floating  Hospital  for  treat¬ 
ment. 
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Date. 

Name  of  Vessel. 

Nationality. 

• 

Where  from. 

Nature  of  Sickness. 

Remarks. 

July  14 

s.s.  k‘  Tysla  ” 

Norwegian 

Christiania 

Non-infectious  ... 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from  -non- 
infectious  complaints.  Medical 

treatment  r  ©commended . 

„  15 

h.m.s.  “  Satellite  ” 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of  gon¬ 
orrhoea.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

„  23 

s.s.  44  Oosterland  ” 

Dutch  ... 

Rotterdam ... 

Congestion  of  the 
Lungs 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  con¬ 
gestion  of  the  lungs.  He  was 

sent  home  for  medical  treatment. 

„  24 

44  s.s.  44  Ellinor  ”  ... 

Swedish  ... 

Noorhelge  ... 

Accident 

One  of  the  seamen  was  examined,  and 
found,  to  be  suffering  from  an 
accident.  He  was  removed  to  the 
Jubilee  Hospital,  North  Shields, 
for  treatment. 

m  24 

s.s.  44  Kajsa  ” 

Swedish  . . . 

Calais 

Yeneral  Disease... 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from 
venereal  disease.  Medical  treat¬ 
ment  recommended. 

„  25 

s.s.  44  Aurora  ” 

American 

Baltimore  ... 

Accident 

One  of  the  firemen  was  examined, 
and  found  to  be  suffering  from 
accident. 

00 

CM 

rs 

#• 

s.s.  44  Redlands  ”  ... 

American 

Immingham 

Yeneral  Disease, 
Scabies 

Four  of  the  crew  were  examined ; 
three  found  to  be  suffering  from 
venereal  disease,  and  the  other 
one  from  scabies.  Medical  treat¬ 
ment  recommended,  and  the  vessel 
disinfected. 

00 

"M 

s.s.  “  Zuid  Holland” 

Dutch  ... 

Rotterdam  .. 

Inflamation  of  the 
Eye 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from 
inflamation  of  the  eye. 

.,  31 

s.s.  44  Concotton  ” ... 

A  merican 

Hamburg  ... 

Malarial  Fever  ... 

The  chief  engineer  was  examined, 
and  found  to  be  suffering  from 
malarial  fever.  He  was  sent  home 
for  medical  treatment. 

Aug.  4 

s.l.  “C.V.  Peterson” 

Danish  . . 

Gothenborg 

Enteric  Fever  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  enteric 
fever.  He  was  removed  to  the 
Walker  Gate  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

8 

s.s.  44  Vessman  ”  ... 

Swedish . . . 

Bilbao 

Non-infectious  ... 

Three  of  the  crew  were  examined, 
and  found  to  be  suffering  from 
non-infectious  complaints.  Medi¬ 
cal  treatment  recommended. 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Kemauks. 

Aug.  £ 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of  gon¬ 
orrhoea.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

„  9 

s.s.  “  Oder  ” 

British  ... 

Rouen 

Lumbago 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  lum¬ 
bago  . 

11 

h.m.s.  “  Satellite  ”  ... 

British  ... 

In  Tyne 

Gonorrhoea  and 
Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of  gon¬ 
orrhoea  and  scabies.  He  was  re¬ 
moved  to  the  Floating  Hospital 
for  treatment. 

„  12 

s.s.  “Sierra  Blanca” 

Belgian  ... 

Antwerp  ... 

Non-infectious  ... 

Five  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended. 

„  12 

s.s.  “  Seypen  ” 

American 

Gothenborg 

Non-infectious  ... 

Five  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended . 

„  19 

s.s.  “  Faraby  ” 

American 

Fredrikstadt 

Stone  in  the 

Bladder 

One  of  the  crew  was  examined,  and 
found  to  be  suffering  from  stone 
in  the  bladder.  He  was  recom¬ 
mended  to  Newcastle  Infirmary  for 
treatment. 

„  19 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Syphilis 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
syphilis.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

„  20 

s.s.  “  Pasadena  ”  ... 

American 

Helsingfors 

Feverish  Cold  . . . 

One  of  the  firemen  was  examined, 
and  found  to  be  suffering  from 
feverish  cold.  Medical  treatment 
recommended . 

„  22 

s.s.  “  Losna  ” 

Norwegian 

Gibraltar  ... 

Non-infectious  ... 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatm ent  recommended . 

„  23 

s.s.  “  Bjornefjord  ” 

Norwegian 

Aalborg 

Orchitis, 

Feverish  Cold 

Two  of  the  seamen  were  examined ; 
one  found  to  be  suffering  from 
orchitis,  and  the  other  from  a 
feverish  cold.  Medical  treatment 
recommended. 

„  23 

s  s.  “  Sydie  ” 

1 

Norwegian  j 

Gothenburg 

Accident 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  acci¬ 
dent.  Medical  treatment  recom¬ 
mended. 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Aug.  25 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Syphilis.-- 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
syphilis.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

„  27 

s.s.  “  Angelina  ”  ... 

American 

Beaumont  ... 

Non-infectious  ... 

Five  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended. 

Sep.  1 

s.s.  “  Majestic  ”  ... 

British  . . . 

Gibraltar  via 
Ipswich 

Four  of  the  original  crew  were  exam¬ 
ined,  and  found  to  be  all  well. 
Two  of  the  crew  were  landed  at 
Gibraltar  suffering  from  small¬ 
pox.  The  vessel  was  fumigated 
and  disinfected  at  Ipswich. 

„  1 

s.s.  “  Ottawa  ” 

Norwegian 

Dunkirk  . . . 

Syphilis 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  syphilis. 
They  were  recommended  to  New¬ 
castle  Infirmary  for  treatment. 

v  3 

„  5 

s.s.  “  Marta  ” 

s.l.  u  Dannebrog  ”... 

Swedish ... 

Danish  ... 

Carlstadt  . . . 

Halmstad  ... 

Hernia 

Non-infectious  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  hernia. 
He  was  removed  to  the  Ingham 
Infirmary,  South  Shields,  for 
medical  treatment. 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended.  „ 

„  5 

h.m  s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea..  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

„  9 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

v  11 

s.l.  “  France  ” 

French  ... 

M  avre 

Gonorrhoea 

The  2nd  officer  was  examined,  and 
found  to  be  suffering  from  gonor¬ 
rhoea.  Medical  treatment  recom¬ 
mended. 

12 

h.m.s.  “  Satellite 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
gonorrhoea.  They  were  removed 
to  the  Floating  Hospital  for  treat¬ 
ment. 
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Date. 

Name  of  Vessel. 

Nationality. 

1 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Sep.  13 

s.s.  tl  Maid  on  ” 

American 

Gothenborv 

CD 

Gonorrhoea 

Seven  of  the  crew  were  examined, 
and  found  to  be  suffering  from 
gonorrhoea.  Medical  treatment 

recommended. 

„  17 

s.s.  “  Sundborg  ”  ... 

Swedish  ... 

London 

Diarrhoea 

The  master  and  chief  engineer  were 
examined,  and  found  to  be  suffer¬ 
ing  from  diarrhoea.  Medical 

treatment  recommended. 

„  17 

s.s.  u  Guernsey  ”  ... 

Norwegian 

Christiania-.- 

Syphilis, 

Accident 

Two  of  the  seamen  were  examined  ; 
one  found  to  be  suffering  from 
syphilis-,  and  the  other  from  acci¬ 
dent. 

,,  18 

s.s.  “  Snar  ” 

Norwegian 

Dunkirk  ... 

Feverish  cold  ... 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  feverish 
colds.  Medical  treatment  recom¬ 
mended. 

„  18 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of  gon¬ 
orrhoea.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

„  20 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of  gon¬ 
orrhoea.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

„  23 

- 

s.s.  “  Aggersund  ”... 

Danish  ... 

Kallenborg... 

Accident 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  acci¬ 
dent.  Medical  treatment  recom¬ 
mended. 

,,  23 

s.s.  “  Benzonia  ”  ... 

American 

Immingham 

Non-Infectious  ... 

Three  of  the  crew  were  examined, 
and  found  to  be  suffering  from 
non-inf ectious  complaints.  Medi¬ 
cal  treatment  recommended. 

„  24 

s.s.  “  Kronprins 

Gustaf  ”... 

Swedish  ... 

Buenos  Ayres 

Accident 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  acci¬ 
dent.  Medical  treatment  recom¬ 
mended. 

„  26 

s.s.  “  Dirksland  ”  ... 

Dutch  ... 

Havre 

Suspected 

Enteric  Fever 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  sus¬ 
pected  enteric  fever.  He  was  re¬ 
moved  to  Walker  Gate  Hospital, 
and  the  vessel  disinfected. 

„  26 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
gonorrhoea-.  They  were  removed 
to  the  Floating  Hospital  for  treat¬ 
ment. 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Sep. 

2y 

8.1.  “  Noordster  ’  .. 

•  Dutch  .. 

•  C  cilcll  S  •  • 

Venereal  Disease 
Disordered 

Stomach  .. 

Two  of  the  crew  were  examined ;  one 
found  to  be  suffering  from  vener¬ 
eal  disease  and  the  other  from  a 
disordered  stomach. 

30 

Motor  Ship 

“  Nordsund  M  .. 

Norwegiai 

i  St.  Valery  ... 

Gonorrhoea 

The  steward  was  examined,  and  found 
to  be  suffering  from  gonorrhoea. 
Medical  treatment  recommended. 

Oct. 

1 

s.s.  “  Donro  ” 

Danish  . . 

Lisbon 

Scabies 

Four  of  the  crew  were  examined,  and 
found  to  be  suffering  from  scabies. 
Medical  treatment  recommended, 
and  the  vessel  disinfected. 

>> 

1 

H.m.s.  “  Satellite  ”.. 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of  gon¬ 
orrhoea.  They  were  removed  to 
the  Floating  Hospital  for  treat¬ 
ment. 

2 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies, 

Gonorrhoea 

Notification  was  received  from  the 
Sltaf?  Surgeon  -of  two  cases  of 
scabies,  and  one  of  gonorrhoea. 
They  were  removed  to  the  Float¬ 
ing  Hospital  for  treatment,  and 
the  vessel  disinfected. 

>> 

4 

s.s.  “Hera” 

Russian  ... 

Loudon 

Disordered 

Stomach  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  a  dis¬ 
ordered  stomach. 

4 

s.s.  “  Groenlo  ” 

Dutch  ... 

Hamburg  ... 

Accident 

The  steward  was  examined,  and  found 
to  be  suffering  from  accident. 
Medical  treatment  recommended. 

»» 

4 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Chancroid 

Notification  was  received  from  the 
Staff  Surgeon  of  one  case  of 
chancroid.  He  was  removed  to 

the  Floating  Hospital  for  treat¬ 
ment. 

6 

s.s.  “  Albania  ” 

Swedish  ... 

Gothenborg 

Phthisis 

The  mess  room  steward  was  examined, 
and  found  to  be  suffering  from 
phthisis.  He  was  removed  to  the 
Walker  Gate  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

6 

s.s.  “  Monestoy  ”  ... 

British  ... 

Caen 

Measles 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
measles.  He  was  removed  to 
Walker  Gate  Hospital  for  treat¬ 
ment',  and  the  vessel  disinfected. 

11 

s.s.  “Theodora”  ... 

Dutch  ... 

Riga 

Syphilis, 

Scabies, 

Two  of  the  seamen  were  examined  ; 
one  found  to  be  suffering  from 
syphilis,  and  the  other  from 
scabies.  Medical  treatment  re¬ 

commended. 

TABLE  II. — Continued. 


Date. 

Name  of  Vessel. 

[ 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Oct.  11 

s.s.  “  Vistula 

British 

Leith 

Diphtheria 

Notification  was  received  from  Dr. 
Newton,  of  Newcastle,  of  a.  case 
of  diphtheria.  He  was  removed 
to  Walker  Gate  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 
The  case  proved  to  be  one  of  septic 
throat. 

„  11 

s.s.  “  Gorm  ” 

Banish  . . . 

Piteo 

Lumbago 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from 
lumbago.  Medical  treatment  re¬ 
commended. 

14 

s.s.  “  General  Maun- 
ourv  ” 

French  ... 

St.  Na  zaire 

Bronchial  Asthma 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  bron¬ 
chial  asthma.  Medical  treatment 
recommended. 

„  18 

s.s.  “  Monestoy  ”  ... 

British  ... 

Caen 

Measles 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from 
measles.  He  was  removed  to 

Walker  Gate  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

„  20 

s.s.  “JamesMansell” 

British  ... 

Grimsby  ... 

Rheumatism 

One  of  the  firemen  was  examined, 
and  found  to  be  suffering  from 
rheumatism.  He  was  removed  to 
the  Jubilee  Hospital,  North 
Shields,  for  medical  treatment. 

„  20 

s.s.  “Einar” 

Swedish  ... 

Hull 

Tonsilitis 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  tonsili¬ 
tis. 

„  20 

s.s.  “  Rana  ’’ 

Swedish  ... 

Goole 

Neuritis  and 

Eczema 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  neuritis 
and  eczema.  He  was  removed  to 
the  Union  Hospital,  North 
Shields,  for  medical  treatment. 

„  22 

s.s.  “  Wilhelmina  ” 

Swedish  .. 

Liverpool  ... 

Tonsilitis 

• 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  tonsili¬ 
tis.  Medical  treatment  recom¬ 

mended. 

„  24 

s.s.  “  Nyland  ” 

British  ... 

Uleaborg  ... 

Accident 

Four  shipwrecked  seamen  were  exam¬ 
ined,  and  one  found  injured  was 
removed  to  the  Jubilee  Hospital, 
South  Shields,  for  treatment. 

„  24 

s.s.  “  Solveig  Skog- 
land  ’’ 

Norwegian 

Bornholm  ... 

Appendicitis 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  appen¬ 
dicitis.  He  was  removed  to  the 
Jubilee  Hospital,  North  Shields, 
for  operation. 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remakks. 

Oct.  24 

s.s.  “  Herman 

Sauber  " 

British  ... 

Hull 

Erysipelas 

The  captain  was  examined,  and  found 
to  be  suffering  from  erysipelas. 
He  was  removed  to  Walker  Gate 
Hospital  for  treatment. 

„  25 

Motor  Ship  Tngjerd’ 

X  orwegian 

St.  Valery  ... 

Non- Infectious  ... 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  noil- 
infectious  complaints.  Medical 

treatment  recommended . 

,,  25 

s.s.  “  Raa  ” 

Norwegian 

Rouen 

Gonorrhoea 

The  cook  was  examined,  and  found  to 
be  suffering  from  gonorrhoea.  He 
was  recommended  to  Newcastle 
Infirmary  for  medical  treatment. 

„  27 

s.s.  “Canada” 

Russian  ... 

In  Tyne  ... 

Measles 

One  of  the  crew  was  examined,  and 
found  to  be  suffering  from 
measles.  He  was  removed  to 

Walker  Gate  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

..  28 

Trawler  “  Argo  ”  ... 

British  ... 

Sea 

Pneumonia 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from 
pneumonia.  He  was  removed  to 
the  Jubilee  Hospital,  North 
Shields,  for  medical  treatment. 

..  2M 

s.s.  “  Elna 

Danish  ... 

Munksund 

Gastritis 

One  of  the  seamen  was  examined, 
and  found  to  be  sufferino*  from 
gastritis.  Medical  treatment  re¬ 
commended. 

„  29 

s.s.  “  Fernandino  ” 

British  ... 

Cyprus 

Syphilis  ... 

One  of  the  firemen  was  examined, 
and  found  to  be  suffering  from 
syphilis.  Medical  treatment  re¬ 
commended. 

Nov.  4 

s.s.  “  Axel  Johnson” 

Swedish ... 

Gothenborg 

Disordered 

Stomach 

One  of  the  lady  passengers  was  ex¬ 
amined,  and  found  to  be  suffering 
from  a  disordered  stomach.  Med¬ 
ical  treatment  recommended. 

„  5 

s.s.  “  Mansuria  ”  ... 

Swedish  ... 

Gothenborg 

Syphilis 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from 
syphilis.  He  was  removed  to  the 
Union  Hospital,  North  Shields,  for 
treatment. 

„  4 

s.s.  “  Alstad  ” 

Swedish  . . . 

Buenos  Ayres 

Syphilis 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from 
syphilis.  They  were  sent  home 
for  medical  treatment. 

v  6 

s.s.  ' 4  Virginia  *'  ... 

Danish  ... 

Buenos  Ayres 

Non-infectious  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  a  non- 
infectious  complaint.  Medical 

; 

treatment  recommended. 
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TABLE  II. — Continued. 


Date. 

Name  of  Vessel. 

i 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Nov.  7 

h.m.8.  “  Satellite  ”... 

• 

British  ... 

J 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  8 

h.s.  “Solveig 

Skogland  ”... 

Swedish  ... 

In  Tyne 

Gonorrhoea 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  gonor¬ 
rhoea.  He  was  removed  to  the 
Union  Hospital,  South  Shields, 
for  medical  treatment. 

„  io 

s.s.  “  Canada  ” 

Russian  ... 

In  Tyne 

Rubella 

One  of  the  crew  was  examined,  and 
found  to  be  suttering  from  rubella. 
He  was  removed  to  the  Walker 
Gate  Hospital  for  treatment,  and 
the  vessel  disiniected. 

s.s.  “  Alster  ” 

British  . . 

Bahia  Blanca 

Consumption  ... 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  con¬ 
sumption.  He  was  removed  to 

the  Union  Hospital,  North  Shields, 
for  medical  treatment,  and  the 
vessel  disinfected. 

„  11 

s.s.  “  Thorunn  ”  ... 

Norwegian 

Aalesund  . . . 

Feverish  Cold  ... 

The  steward  was  examined,  and  found 
to  be  suffering  from  a  feverish 
cold.  Medical  treatment  recom¬ 
mended. 

,,  11 

Motor  Ship 

u  Dover  ”  ... 

Norwegian 

Christiania... 

Pleurisy 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from 
pleurisy.  He  was  removed  to  the 
Union  Hospital,  North  Shields,  for 
medical  treatment.. 

v  11 

h.m.s.  “  Satellite  ”... 

’ 

British  ... 

In  Tyne 

Gonorrhoea 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  gonor¬ 
rhoea.  He  was  removed  to  the 
Floating  Hospital  for  treatment. 

„  12 

s.s.  “Siljan” 

Swedish  ... 

Gothenborg 

Blood  Poisoning 

The  boatswain  was  examined,  and 
found  to  be  suffering  from  blood 
poisoning.  Medical  treatment 

recommended. 

„  12 

s.s.  “  Ruth  ” 

American 

Christiania... 

Non- Infectious  ... 

two  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
non-inf ectious  complaints.  Medi¬ 
cal  treatment  recommended. 

„  12 

s.s.  “  Fritiof  ” 

Swedish  ... 

London 

Typhoid  Fever  ... 

Notification  was  received  from  Dr. 
Dewar  of  Wallsend  of  a  case  of 
typhoid  fever.  He  was  removed 
to  the  Walker  Gate  Hospital  for 
medical  treatment,  the  vessel  dis¬ 
infected,  and  water  tanks  emptied 
and  cleansed. 

TABLE  II. — Continued. 


Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

1 

Remarks. 

Nov.  13 

s.s.  “  Canada  ” 

Russian  .. 

In  Tyne  .. 

Rubella 

.  One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  rubella. 
He  was  removed  to  the  Walker 
Gate  Hospital  for  medical  treat¬ 
ment,  and  the  vessel  disinfected. 

„  14 

s.l.  “  De  Tweedling  ’ 

Dutch  ... 

St.  Valery  ... 

Blood  Poisoning 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  blood 
poisoning.  Medical  treatment  re¬ 
commended. 

„  14 

s.s.  “Bessa” 

Norwegian 

Christiania... 

Syphilis 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  removed  to  the 
Union  Hospital,  North  Shields, 
for  medical  treatment. 

„  15 

s.s.  “Scherpendrecht’ 

Dutch  ... 

Antwerp  . . . 

Feverish  Cold  ... 

One  of  the  seamen  was  .  examined, 
and  found  to  be  suffering  from  a 
feverish  cold.  Medical  treatment 
recommended. 

„  15 

s.s.  “  Hewick  Ibsen  ” 

Norwegian 

J  ava 

Asthma 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from 
asthma.  Medical  treatment  re¬ 

commended. 

„  19 

s.s.  “  Ynnur  ” 

Norwegian 

Caen 

Pneumonia, 
Venereal  Bubo... 

Two  of  the  crew  were  examined ;  one 
found  to  be  suffering  from  pneu¬ 
monia,  and  the  other  from 
venereal  bubo.  They  were  both 
removed  to  the  Union  Hospital, 
South  Shields,  for  medical  treat¬ 
ment. 

„  20 

s.s.  “  Monticello  ’ ... 

American 

Copenhagen 

Non-Infectious  ... 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  rec  o  m men  ded . 

„  20 

s.s.  Merkur  ” 

Finnish  ... 

Buenos  Ayres, 
Dartmouth 

Disordered 

Stomach 

One  of  the  firemen  was  examined, 
and  found  to  be  suffering  from  a 
disordered  stomach.  Medical 

treatment  recommended. 

„  21 

s.s.  “ Stambonl ”  ... 

Norwegian 

Buenos  Ayres 

Feverish  Cold  ... 

One  of  the  engineers  was  examined, 
and  found  to  be  suffering  from  a 
feverish  cold.  Medical  treatment 
recommended. 

c 

s.s.  “  Eastern  Chief” 

American 

Hernos:md... 

Non-Infectious  ... 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
inf  ectious  complaints.  Medical 

treatment  recommended. 

u, 

24 

25 

25 

27 

29 

29 

29 

29 

1 

4 

5 
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TABLE  IT.  —  Can  liv  ued. 


Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

s.s.  “  Schleswig  ”  ... 

French  ... 

In  Tyne 

Abscess  ... 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from 
abscess.  He  was  removed  to  the 
Jubilee  Hospital,  North  Shields, 
for  operation. 

s.s.  “  Signa  ” 

Norwegian 

Adelaide 

Feverish  Cold  ... 

• 

Ten  of  the  crew  were  examined,  and 
found  to  be  suffering  from  fever¬ 
ish  oo Ids.  Medical  treatment  re¬ 

commended. 

s.s.  “  Eiistrafcios  1  ... 

i 

Greek 

Rouen 

Non-infectious  ... 

* 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

trea  t  m  e  nt  r  ec  o  m  me  n  ded . 

Tug  “  Limousin  ’  ... 

French  ... 

Havre 

Feverish  Cold  ... 

Four  of  the  orew  were  examined,  and 
found  to  be  suffering  from  fever¬ 
ish  colds.  Medical  treatment  re¬ 
commended. 

s.s.  “  Columbine  ”... 

American 

Rotterdam ... 

Non-infectious  ... 

Nine  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended. 

s.s.  “  Eire  Island  ” 

American 

Hamburg  ... 

Feverish  Cold  ... 

Two  of  the  firemen  were  examined, 
and  found  to  be  suffering  from 
feverish  colds.  Medical  treatment 
recommended. 

s.s.  “Ulf” 

Danish  ... 

Odense 

Septic  Throat  ... 

* 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  septic 
throat'. 

Motor  Ship  “  Tartar' 

Norwegian 

Boulogne  ... 

Feverish  Cold  ... 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from  a 
feverish  cold. 

s.s.  il  Canto  ” 

British  ... 

Caen 

Dropsy 

The  mess  room  steward  was  exam¬ 
ined,  and  found  to  be  suffering 
from  dropsy.  Medical  treatment 
recommended. 

* 

s.s.  “  Hans  Tavsen  ” 

Danish  . . . 

Copenhagen 

Non-infectious  .. 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommen ded . 

h.m.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
scabies.  They  were  removed  to 
the  Floating  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

( 

€ 

11 

11 

11 

13 

15 

15 

17 

18 

18 
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TABLE  II. — Continued. 


Name  of  Vessel. 

Nationality 

.  Where  from. 

Nature  of  Sickness. 

Remarks. 

s  s.  Aldebaran  ”  .. 

•  Norwegian 

Dunkirk 

Gonorrhoea 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  gonor¬ 
rhoea.  Medical  treatment  recom¬ 
mended. 

s.s.  “  Brindella  ”  .. 

•  !  American 

1 

Copenhagen 

Gastritis 

One  of  the  seamen  wa,s  examined,  and 
found  to  be  suffering  from 
gastritis.  Medical  treatment  re¬ 
commended. 

s.s.  “  Hjortholm 

Danish  . . 

i 

Norresundby 

Pleurisy, 

Syphilis 

Two  of  the  crew  were  examined ;  one 
found  to  be  suffering  from  pleur¬ 
isy,  and  the  other  from  scabies. 
Medical  treatment  recommended, 
and  the  crew  spaces  disinfected. 

s.s.  “Rolf” 

Danish  ... 

Lisbon 

Syphilis 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  removed  to  the 
Union  Hospital,  South  Shields,  for 
me  d  ic  a  1  trea  t  me  n  t . 

s.s.  “  Mayflower  ”  ... 

British  ... 

St.  Valery  ... 

Nettle  Rash 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  nettle 
rash.  Medical  treatment  recom¬ 
mended. 

s.s.  “  Stanja  ” 

Norwegian 

Rouen 

Syphilis 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
syphilis.  Medical  treatment  re¬ 

commended. 

s.s.  “  Lerdre  ” 

| 

| 

| 

French  ... 

Havre 

Epilepsy 

The  wireless  operator  was  examined, 
and  found  to  be  isuffering  from 
epilepsy.  He  was  removed  to  the 
Union  Hospital,  South  Shields, 
for  medical  treatment. 

s.s.  “Irma”  ... 

i 

i 

1 

Norwegian 

Bergen 

Pneumonia 

♦ 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering1  from 
pneumonia.  He  was  removed  to 
the  Union  Hospital,  North 
Shields,  for  medical  treatment. 

s.s.  “  Ambra  ” 

N  orwegian 

Santander  ... 

Influenza 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  influ¬ 
enza.  Medical  treatment  recom¬ 

mended. 

s.s.  “  Portugese 

Prince  ” 

i.s.  “  Keresan  ” 

British  ... 

American 

Havre 

Hamburg  ... 

Bronchial  Cold, 
Pleurisy, 

1  uberculosis 

Non-infectious  ... 

| 

1 

Three  of  the  crew  were  examined  ; 
one  found  to  be  suffering  from 
bronchial  cold,  one  from  pleurisy", 
and  one  from  tuberculosis. 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended. 
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TABLE  II. — Continued. 


Date. 

Name  of  Vessel. 

Nationality. 

Dec.  22 

s.s.  ‘‘Ursus” 

British  .. 

s.s.  “  Yuko  ” 

Amt  rican 

„  26 

s.s  “  Antagosan 

Maru  ” 

Japanese 

„  26 

s.s.  “  Singleton 

Abbey  ” 

British  . . 

„  29 

s.s.  “  Arkansas  ’’  ... 

Danish  .. 

Where  from. 


London 


Nature  of  Sickness. 


Remarks. 


Measles 


Notification  was  received  from  Dr. 
Harrison  of  Tyne  Dock  of  a  case 
of  measles  on  board.  He  was  re¬ 
moved  to  the  Walker  Gate  Hos¬ 
pital  for  medical  treatment,  and 
the  vessel  disinfected. 


Oxelesund 


Accident 


The  chief  officer  was  examined,  and 
found  to  be  suffering  from  acci¬ 
dent. 


Hamburg 


Influenza 


One  of  the  firemen  was  examined, 
and  found  to  be  suffering  from 
influenza.  He  was  removed  to 
the  Union  Hospital,  South  Shields, 
for  medical  treatment. 


Grangemouth 


Measles 


Notification  was  received  from  Dr. 
Dougal  of  Newcastle  of  a  case  of 
measles.  He  was  removed  to  the 
Walker  Gate  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 


Copenhagen 


Accident 


One  of  the  firemen  was  examined, 
and  found  to  be  suffering  from 
accident.  He  was  removed  to  the 
Union  Hospital,  North  Shields, 
for  medical  treatment. 


55 


31 


s.s.  ki  Moordrecht  ” 


Dutch 


Rotterdam... 


Feverish  Cold 


One  of  the  firemen  was  examined, 
and  found  to  be  suffering  from  a 
feverish  cold.  He  was  removed 
to  the  Union  Hospital,  South 
Shields,  Ur  medical  treatment. 
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GENERAL  SICKNESS  ON  BOARD 


The  subjoined  Table  gives  a  return  of  cases  of  Sickness*  reported  by  Masters 

notice  of  the  Tyne  Fort  Officials 


o 

T3 

O 

*  H 

c3 

| 

1 

1 

i 

1 

i 

[ 

| 

DATE. 

1919. 

Smallpox  and 
Suspected  Smallp 

Malarial  Fever. 

Enteric  or  Typhoi 
Fever. 

Diarrhoea  or  Cholei 
Diarrhoea. 

Measles. 

Diphtheria. 

Dysentery. 

Scabies. 

Heart  Disease. 

Consumption . 

S 

QQ 

•  r-4 

"c? 

e 

n 

<v 

Ph 

Influenza. 

Rupture. 

Appendicitis. 

Paralysis. 

Bronchitis. 

Pleurisy. 

1 

1 

ooooo 

ooooo 

I 

XXXXX 

xxxxx 

January 

•  •  • 

•  •  • 

•  •  • 

•  •  • 

ooooo 

15 

2 

1 

7 

xxxxx 

30 

1 

1 

1 

2 

•  •  • 

ooooo 

February 

5 

X 

2 

1 

•  •  • 

•  •  • 

•  •  • 

oooo 

9 

1 

1 

2 

XX 

86 

2 

2 

•  e  • 

1 

2 

March  ... 

.. 

8 

•  •  o 

•  •  • 

•  •  • 

•  •  *. 

o 

3 

j  XX 

2 

•  •  j 

3 

36 

1 

9  •  • 

•  •  • 

1 

1 

April 

w  c  * 

1 

*-  • 

1 

•  «  • 

•  •  • 

•  •  • 

ooo 

3 

X 

1 

•  •  • 

6 

16 

©  •  • 

•  •  • 

1 

1 

oooo 

M  ay 

3 

9 

*> 

•  *  * 

•  •  • 

•  •  • 

•  •  • 

oooo 

11 

Q 

X 

L 

1 

5 

2 

•  *■  e 

1 

1 

1 

•  •  • 

June 

1 

8 

1 

2 

O 

1 

1 

•  •  • 

oo 

3 

1 

1 

2 

9 

•  •  • 

1 

X 

2 

1 

1 

July 

... 

! 

1 

3 

... 

... 

•  •  • 

•  •  • 

•  •  • 

1 

X 

i 

i 

1 

1 

1 

X 

10 

1 

•  •  • 

•  • 

2 

•  • 

August... 

•  c  .. 

5 

1 

6 

•  «  • 

•  •  • 

•  •  • 

2 

X 

1 

•  »  . 

•  •  • 

1 

•  •  • 

1 

•  •  • 

»  •  t 

September 

X 

2 

4 

X 

3 

11 

•  *•  • 

•  •  • 

l 

•  •  • 

o 

5 

•  •  J 

2 

3 

2 

1 

4 

•  *  -4 

1 

•  •  • 

October 

3  -»  ( 

1 

2 

®  •  • 

1 

8 

1 

•  •  • 

00 

3 

•  • 

1 

4 

2 

X 

3 

1 

1 

3 

1 

November 

It  •  4 

11 

1 

1 

2 

•  •  • 

1 

0 

2 

2 

4 

4 

4 

3 

1 

X 

1 

1 

1 

December 

... 

7 

3 

•  •  • 

2 

•  •  •  1 

1 

oo 

10 

... 

3 

4 

6 

•  ©  • 

1 

5 

2 

Totals  ... 

*  rrn 

6 

54 

23 

22 

8 

i 

2 

2 

67 

12 

15 

41 

204 

12 

13 

7 

19 

8 

1 

i 

*  The  names  of  the  Diseases  during  voyage  are  given  as  reported  by  the  Masters  of  the  Vessels. 
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VESSELS  ARRIVING  IN  TYNE  PORTS. 


of  Vessels  as  having  occurred  during  the  Voyage,  or  coming  under  the 
in  each  month  of  the  year  1919. 


Pneumonia. 

OQ 

«  rH 

•  H 

J1 

G 

O 

H 

Blood  Poisoning. 

Skin  Diseases. 

Lumbago. 

Nervous  Debility. 

Syphilis. 

OQ 

Q) 

GG 

CG 

O 

GG 

◄ 

Disordered  Stomach. 

Boils. 

Rheumatic  Fever. 

Feverish  Cold. 

1 

Jaundice. 

Insanity. 

Venereal. 

Accidents. 

Gastro  Enteritis. 

Undefined, 

1 

TOTALS. 

I 

1 

I 

OOO 

OOOOO 

ooooo 

oooo 

oooco 

X 

2 

•  •  • 

1 

3 

•  •  • 

.  .  * 

5 

1 

3 

... 

1 

20 

1 

•  •  • 

48 

20 

•  •  • 

9 

174 

oooooo 

00000 

oooooo 

1 

. . . 

2 

2 

... 

1 

7 

7 

2 

•  •  • 

50 

... 

•  «  * 

33 

17 

•  •  • 

8 

244 

i 

oooooo 

X 

X 

ooo 

X 

ooooo 

X 

2 

5 

1 

2 

•  •  • 

5 

6 

•  • 

27 

•  mo 

22 

14 

1 

5 

145 

ooo 

oo 

ooo 

XX 

4 

1 

3 

<  •  • 

•  •  • 

3 

•  •  • 

7 

2 

1 

20 

1 

... 

21 

12 

1 

12 

118 

0000 

XXX 

ooooo 

15 

2 

... 

2 

•  •  • 

... 

2 

2 

4 

•  •  • 

•  mm 

10 

1 

33 

16 

... 

11 

135 

oooo 

ooooo 

X 

1 

•  •  • 

4 

4 

•  •  • 

•  •  • 

•  •  • 

6 

2 

•  mm 

10 

1 

1 

40 

3 

8 

115 

X 

o 

oooo 

2 

9 

W 

3 

•  •  * 

j 

«  > 

6 

2 

2 

2 

. . . 

8 

•  •  • 

23 

19 

2 

7 

98 

oo 

oo 

X 

... 

•  •  • 

4 

1 

2 

•  •  • 

4 

•  •  • 

2 

1 

o  •  *• 

5 

•  •  • 

1 

34 

11 

•  •  • 

9 

91 

ooo 

oooo 

2 

... 

1 

. . . 

<J  *  W 

2 

*  •  • 

3 

1 

-  .  • 

9 

•  •  • 

1 

58 

15 

•  •  • 

13 

143 

oooo 

2 

2 

1 

4 

i  1 

1 

1 

1 

8 

2 

15 

•  •  • 

•  •  • 

8 

XXXX 

17 

•  •  • 

7 

95 

3 

4 

3 

•  •  • 

2 

2 

6 

2 

1 

29 

•  • 

•  “  * 

o 

26 

XX 

16 

•  •  • 

16 

148 

3 

1 

2 

4 

... 

.2 

2 

1 

5 

2 

1 

16 

1 

1 

47 

18 

1 

14 

165 

35 

19 

23 

23 

3 

4 

39 

9 

1 

59 

16 

8 

219 

5 

4 

393 

178 

5 

119 

1,671 

o  Removed  to  Tyne  Floating  Hospital.  x  Deaths. 
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Vessels  arriving  from  Infected  or  Suspected  Ports.* 


The  following  return  shows  the  number  of  Vessels  boarded  in  this  Port  by  the  Officers  of  the  Port 
Sanitary  Authority,  on  account  of  coming  directly  or  otherwise  from  Foreign  Ports  infected,  or  suspected  to 
be  infected,  with  Cholera,  Yellow  Fever,  Plague,  or  Smallpox 


Months. 

From  Infected  Ports. 

From  Suspected  Ports. 

Totals. 

Direct 
to  the  Tyne. 

To  the  Tyne 
Indirectly. 

Direct 
to  the  Tyne. 

To  the  Tyne 
Indirectly. 

1919. 

No.  of  Vessels. 

No.  of  Vessels. 

No.  of  Vessels. 

No.  of  Vessels. 

January 

3 

10 

1 

6 

20 

February 

5 

19 

3 

5 

32 

March . 

10 

14 

8 

5 

32 

April . 

10 

11 

8 

2 

31 

May . 

11 

24 

7 

16 

58 

June . 

12 

20 

6 

10 

48 

July  •••  ...  ...  ... 

3 

14 

13 

7 

37 

August  . 

6 

15 

6 

9 

36 

September  . 

6 

28 

7 

16 

57 

October  . 

3 

11 

14 

13 

41 

November  ...  . 

5 

21 

16 

14 

56 

December 

11 

31 

10 

22 

74 

Total 

85 

218 

94 

125 

522 

*  See  opposite  page. 
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Vessels  arriving  in  the  Tyne  from  infected  ports  were  boarded  by  the  Officers  of  the  Tyne  Port 
Sanitary  Authority,  as  under: — 


Name  of  Ports. 

Direct  to  the 
Tyne. 

To  the  Tyne 
Indirectly. 

Name  of  Ports. 

Direct  to  the 
Tyne. 

To  the  Tyne 
Indirectly. 

Alexandria  ...  ...  § 

1 

10 

Brought  Forward 

... 

55 

141 

Algiers  ...  ...f 

14 

7 

New  Orleans 

-t 

— 

10 

Almeria  ...  ...f 

2 

9 

Oporto 

-t 

4 

5 

Bombay  ...  J§ 

— 

11 

Persian  Gulf  ... 

t§ 

— 

3 

Batavia  ...  ...§ 

7 

13 

Port  Said 

— t 

— 

rr 

* 

Calcutta  ... 

1 

11 

Rangoon 

t§ 

— 

4 

Columbo  ...  ..  § 

2 

5 

Salonika 

t§ 

1 

2 

Constantinople  . .  § 

— 

12 

Surabaya 

•••§ 

1 

1 

China  ...  ...I 

1 

7 

Smyrna 

...§ 

— 

2 

Dakar  ...  . . .  t 

2 

9 

Suez 

•••§ 

— 

3 

Karachi  ... 

— 

11 

Singapore  . . . 

—  t 

— 

4 

Lisbon  ...  ..f 

19 

12 

St.  Johns 

-t 

4 

8 

Mexico  ...  ...|| 

— 

12 

Tunis 

•••t 

3 

11 

Montreal  ...  ...f 

6 

12 

Valencia 

-t 

11 

17 

Carried  Forward  ... 

55 

141 

Total  ... 

... 

85 

218 

§  Plague.  J  Cholera.  *  Yellow  Fever.  +  Smallpox.  ||  Typhus. 
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SMALLPOX  OR  SUSPECTED  SMALLPOX. 


Date. 

i 

Name  of  Vessel. 

From. 

On 

Voyage 

On  or  after 
Arrival. 

Remarks. 

Notes  on  Arrival 
in  Tyne. 

1919. 

May  5 

s.s.  “Tre  vince” 

Newport  News. 
St.  Vincent, 
Portland  Maine 

3 

— 

Left  at  St.  Vincent 
and  Portland  M. 
One  case  fatal 

Vessel  disinfected  there. 

June  18 

s.s.  “Karoo” 

Calcutta, 

Colombo, 

Dunkirk, 

Middlesbro’ 

1 

Left  at  Colombo  ... 

Vessel  disinfected  there. 

Sep.  1 

s.s.  “Majestic” 

Sousse, 

Gibraltar, 

Ipswich 

2 

— 

Left  at  Gibraltar. 
One  case  fatal  there 

Vessel  disinfected  there. 

i 

6 

— 

ENTERIC  OR  TYPHOID  FEVER. 


1919. 

Feb. 

l7  ... 

s.s.  “  Glenbridge  ”  ... 

Sfax,  Hull 

1 

— — 

Removed  to  Hospital 
at  Gibraltar 

Vessel  disinfected  there. 

17  ... 

s.s.  “  Hillingdon  ”  ... 

London 

— 

1 

Removed  to  Walker 
Gate  Hospital 

Vessel  disinfected  here. 

Mar. 

8  ... 

s.s.  “  Hercules  ” 

Bahia  Blanca, 
Falmouth 

8 

— 

Left  at  Falmouth  ... 

Vessel  disinfected  there. 

May 

20 

s.s.  “  Benmohr  ” 

Monte  Video, 
Hull 

1 

— 

Left  at  Bahia 
(Brazil) 

Vessel  disinfected  there. 

>> 

28  ... 

s.s.  4 ‘  Crosshill  ” 

River  Plate, 
Antwerp 

1  — 

1 

Removed  to  Walker 
Gate  Hospital 

Vessel  disinfected  here. 

June 

5  ... 

s.s.  “Canada” 

Murmansk  ... 

. 

1 

Removed  to  Walker 
Gate  Hospital 

Vessel  disinfected  here. 

Aug. 

Sep. 

7  ... 

ss.  “¥m  Middleton” 

Sfax,  Leith  ... 

1 

— 

Left  at  Leith 

Vessel  disinfected  there. 

8  ... 

s.s.  “  Millpool  ” 

Mauritius, 

Aden,  Port  Said, 
London 

3 

One  case  buried  at 
sea.  Others  left 
at  Port  Said 

Vessel  disinfected  there. 

Oct. 

17  ... 

s.s.  “  Nordlys  ” 

Buenos  Ayres, 
Dartmouth 

1 

— 

Left  at  Dartmouth 

Vessel  disinfected  there. 

25  ... 

s.s.  “Ferdinand” 

Limassol, 

Cyprus 

1 

— 

Left  at  Gibraltar  ... 

Vessel  disinfected  there. 

Nov. 

12  ... 

s.s  “  Fritioff  ” 

Gothenbeig, 

London 

Bangkok, 

1 

Removed  to  Walker 
Gate  Hospital 

Vessel  disinfected  here. 

Dec. 

1  ... 

s.s.  “  Mitau  ” 

Singapore, 

Colombo 

1 

Left  at  Colombo  ... 

Vessel  disinfected  there. 

23  ... 

s.s.  “  W ar  Pibroch  ”... 

Rafso,  Hull  . . . 

1 

— 

Left  at  Copenhagen 

Vessel  disinfected  there. 

29  ... 

s.s.  “  War  Leopard  ”... 

Rangoon, 

Ipswich 

1 

| 

Left  at  Rangoon  ... 

Vessel  disinfected  there. 

• 

. 

1  19 

4 

DIPHTHERIA. 


1919. 

June  33 

Oct.  11 

s.s.  “  Sterling  ” 

s.s.  “Vistula ” 

Christiania  ... 

Leith 

— 

1 

1 

Removed  to  Military 
Hospital,  Newcastle 
Removed  to  Walker 
Gate  Hospital 

Vessel  disinfected  here. 

Vessel  disinfected  here. 

— 

2 

_ 

_ - 
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MALARIAL  FEVER. 


No.  of  Cases. 

Date 

Name  of  Vessel. 

From. 

On 

Voyage. 

On  or  after 
Arrival. 

1919. 

Feb.  3 

s.s.  “Lady  Charlotte” 

Rosario,  Hull  ... 

3 

„  18 

s.s.  “  Italier  ” 

Congo,  Hull  ... 

1 

1 

April  4 

s.s.  “Wendy” 

Antwerp 

1 

— 

May  10 

s.s.  “  Skegness  ” 

West  Coast  of  Africa,  London 

1 

— 

„  13 

s.s.  “  Fleswick  ” 

Dunkirk 

1 

_ 

,,  13 

s.s.  “  Baron  Fairlie  ” 

Madeira,  London 

2 

_ 

„  19  . 

s.s.  “  Tisnaren  ” 

Java,  Port  Said 

2 

„  29  . 

s.s.  “Atna” 

Cape  Town,  Durban,  Java 

3 

_ 

June  1 

s.s.  “  Kratos  ” 

Batavia,  Java  ... 

4 

_ 

,,  7 

s.s.  “Rena”  . 

Melbourne,  Svdney,  Java 

1 

1 

„  13 

s.s.  “Ingrid  Brodin  ” 

Matadi  (Congo) 

2 

— 

July  14 

s.s.  “  Freikoll  ” 

Rouen 

1 

_ 

,,  24  ...  ... 

s.s.  “  Dumfries  ” 

Java,  Immingham,  Blyth 

2 

— 

Aug.  1 

s.s.  “  Scarpa  ” 

Gambia,  Las  Palmas,  London 

4 

— 

„  7  . 

s.s.  “  Bermondsey  ”  ... 

London 

1 

— 

Sept.  8 

s.s.  “  Millpool  ” 

Mauritius,  Aden,  Port  Said,  London 

2 

— 

„  10 

s.s.  “Fishpool” 

Mauritius,  London,  Rotterdam 

1 

— 

^  1 5  •  •  •  •  •  • 

Oct.  24 

s.s.  “  Snefjeld  ” 

Rouen 

1 

— 

s.s.  “  Ulidia  ” 

Archangel 

1 

— 

Nov.  11 

s.s.  “  War  Plum  ” 

West  Africa,  Lagos,  London 

10 

- - 

^  13  ••• 

s.s.  “  Tynemede  ” 

West  Coast  of  Africa,  Rotterdam  ... 

1 

— 

Dec.  30 

s.s.  “  Canadier  ” 

Bombay,  Antwerp 

7 

— 
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2 

MEASLES. 


1919. 

June  18 

D  ct.  o  ...  ... 

,,  18  ...  ••• 

„  27 

Nov.  10 

,,  13  ...  ... 

Dec.  22 

,,  2o  ...  ... 

s.s.  “  Dusseldorf” 

s.s.  “  Monestoy  ” 

s.s.  “  Monestoy  ”  *  ... 

ss.  “Canada” 

s.s.  “  Canada  ” 

s.s.  “Canada” 

s.s.  “Ursus” 

s.s.  “  Singleton  Abbey  ” 

[ 

Hull  ... 

Caen  ... 

Caen  ... 

In  Tyne 

In  Tyne 

In  Tyne 

London 

Bilbao,  Grangemouth 

— 

1 

1 

1 

1 

1 

1 

1 

1 

— 

8 

DYSENTERY. 

f 

1919. 

Nov.  20  ... 

s.s.  “  Cavalla  ” 

Patras,  London 

1 

- — 

Dec.  5 

s.s.  “  Hollinside  ” 

Alexandria,  Hull 

1 

— 

2 

— 
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DIARRHCEA,  CHOLERAIC  DIARRHOEA  AND  SUSPICIOUS  CASES. 


No.  of  Cases. 

Date 

Name  of  Vessel. 

From. 

On 

Voyage. 

On  or  after 
Arrival. 

1919. 

Feb.  3 

s.s.  “Bessheim” 

Christiania 

1 

April  14 

s.s.  “Ottawa” 

Santa  Fe 

1 

— 

June  23  ... 

s  s.  “Britannia” 

Rouen 

1 

— 

,,  2/ 

s.s.  “Apollo” 

Bilbao 

— 

1 

Aug.  20  ... 

s.s.  “Vistula” 

Rouen 

— 

6 

Sept.  11 

s.s.  “Lord” 

Calais 

— 

1 

„  15 . 

s.s.  “Irma” 

Bergen 

1 

— 

„  16  ... 

s.s.  “Sundsborg” 

Holmsund  (Sweden),  London 

— 

3 

„  17 . 

s.s.  “Coburg” 

Dunkirk 

— 

2 

,,  17 

s.s.  “  Mont  Joie  ” 

Boulogne 

— 

1 

„  18  ... 

s.s.  “Haga” 

Sundsvall,  Dieppe 

2 

— 

Nov.  10 

s.s.  “Havtor” 

Rouen 

— 

1 

5 

16 

Regulations  as  to  Food  Act,  1908. 

Inspector  Russell  has  regularly  inspected  the  cargoes  of  vessels  arriving  in  the  Tyne  and  Albert 
Edward  Docks,  and  at  the  Dunston  Co-operative  Fl0ur  Mills. 

Tyne  Dock* 

The  foodstuffs  imported  into  this  Dock  during  the  year  by  steamers  from  the  United  States,  Canada, 
Argentine,  Australia,  Norway  and  Sweden  have  been  inspected  : — Grain,  61,984  tons  ;  Tinned  Salmon, 
200  tons  ;  Tinned  Meat,  45,980  lbs.  ;  and  Canned  Plums,  5,375  lbs.  The  consignments  were  found  in  good 
condition. 

Unsound  Food* 

Nothing  arrived  during  the  year  1919  under  this  heading. 

Albert  Edward  Dock, 

Cargoes  consisting  of  150  tons  of  Onions  from  Rotterdam,  and  42  tons  of  Lard,  12  tons  of  Eggs,  933 
tons  of  Cheese,  and  462  tons  of  Tinned  Meats  from  Montreal,  were  inspected  in  this  Dock  and  found  in 
good  condition. 

Dunston  Flour  Mills* 

Wheat  cargoes  consisting  of  23,460  tons  were  inspected  at  the  wharf  of  the  above  Mills  from  Canadian 
American,  Indian  and  Argentine  ports.  They  were  found  in  good  condition. 


Mill  Dam  Wharf,  South  Shields* 

One  Cargo  of  Potatoes  from  Scotland  has  been  inspected  during  the  year.  They  were  found  in 
good  condition. 

Fish  Quay,  North  Shields. 

Vessels  arriving  with  White  Fish  arid  Herrings  have  been  inspected  daily  at  the  Fish  Quay. 
The  fish  landed  from  the  boats  were  found  to  be  of  good  quality. 
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Special  Cargoes  Inspected, 

Among  the  different  cargoes  examined  by  the  Inspectors  were  the  undermentioned  : — 


Description. 

Onions 

Wheat. 

Foreign 
and  British 
Fish. 

Potatoes. 

Fruit. 

Total. 

Number  of  Consignments  examined  ... 

3 

86 

490 

8 

29 

616 

Emigrants, 

No  Emigrants  have  passed  through  the  Port  during  1919.  en  route  to  America  via  Liverpool, 
Southampton,  Bristol  or  Glasgow. 

General  Sanitary  Work. 

The  following  is  the  report  of  inspections  made  .and  other  work  done  by  Insoector  Russell  and  his 
assistants,  during  1919. 


No.  of  vessels  arriving  from  Foreign  ...  1,978 

No.  inspected... 

1,919 

V  55  55 

Home  Trade...  3,931 

55  55 

3.608 

V  ' 

Coastwise  ...  4,823 

H  *  *  * 

4,199 

* 

10,732 

... 

9,726 

British  Steamers 

•  ••  •  •  •  «•• 

4,697 

,,  Sailing  Vessels 

...  ...  ...  ... 

•••  ... 

279 

„  Fishing  „ 

...  ...  ... 

•••  •  •  •  ... 

490 

Foreign  Steamers  .  ... 

...  ...  ...  ... 

•  •  .  •  *  •  ••• 

3,735 

„  Sailing  Vessels 

... 

...  .  .  .  ... 

525 

Total 

•••  •  *  .  ... 

9,726 

Visits  to  Water  Boats 

•  •  •  ...  •••  •  •  • 

•  •  •  ...  ... 

18 

Nationalities  of  the  Vessels 

were  as  follows  : — 

British 

•••  •  •  •  . «  ... 

•  00  ...  «  .  « 

5,466 

Norwegian  ... 

...  •••  ...  «  .  . 

•  *  •  ...  ... 

1,678 

Swedish 

...  «  .  .  ...  •• 

...  ...  ... 

780 

Danish 

...  ...  ...  .  .  . 

...  ...  ... 

581 

Spanish 

...  -  •  •  ...  ... 

...  ...  ... 

48 

French 

.'  •••  ...  ... 

*  •  •  ...  •  »  % 

462 

Russian 

•••  ...  ...  ... 

•••  ...  ••• 

38 

Greek 

...  ...  •  •  •  ... 

.  .  ...  ... 

57 

Dutch 

»  * .  ...  ...  • •  . 

•  *  *  •  -  •  ... 

357 

Italian 

...  ...  ...  ... 

•  •  •  ... 

13 

Belgian 

...  « ■  «  ...  ,  .  . 

•  ••  •  •  »  ... 

98 

American 

...  ...  •  •  •  ... 

•  •  •  ...  ... 

81 

Chinese 

•  ••  ...  •  • «  ••• 

•  ••  «  •  •  ... 

1 

Portuguese 

•  ••  •  •  •  C  •  «  .  4  > 

4  0  0  9  0  0  »U  . 

4 

Finnish 

•  •  •  •••  ..  .»  .  «  • 

*•».  ...  ... 

26 

Lettish 

•  ••  «  •  .  ...  ... 

•  ••  ...  ... 

3 

German 

•  ••  •••  •••  ••• 

•  ••  ...  ••• 

17 

Japanese 

•  ••  •  •  •  •  •  «  ••• 

•  •  .  •  •<  ... 

10 

Roumanian  ... 

.  .  .  0  0  0  0  0  0  ... 

...  •  .  .  ... 

1 

Esthonian  ... 

•  ••  •  •  .  •••  •  *  • 

0  0  0  •••  .  •  • 

5 

Total 


9,726 
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Of  the  above  Vessels,  the  Sanitary  condition  was  as  follows  : _ 

Oood...  ...  ...  ...  ...  ...  ... 

Structural  defects  . *  . 

Dirty  condition  . 


8,665 

496 

565 


Total 


9,726 


The  Number  of  Vessels  inspected  during  each  year  for  the 

1909 

1910  . 

1911  . 

1912 

1913 

1914 

1915 

1916 

1917 

1918  . 


last  10  years  has  been  as  follows 
10,270 

9,387 

9,614 

9,335 

11,139 

9,507 

10,012 

7,343 

5,711 

•  ••  5,683 


The  structuial  defects  of  Vessels  observed  include  the  following  : _ - 


Insufficient  Ventilation  ... 

Water  Tanks  to  clean . 

Paints  to  remove  from  Bow  Locker 
Defective  Lighting 
Defective  Water  Closets 
Forecastle  Deck  Leaking 

Side  Scuttles  to  re-fit  . 

Forecastle  Flooring  Defective  ... 
Defective  Drainage 
„  Bulkhead 

„  Stoves  . 

,,  Chain  Casing... 

Iron  Decks  to  line  with  wood  ... 
Cattle  Litters  to  clean 


Cases. 

32 

28 

10 

21 

96 

102 

174 

5 

8 

5 

6 
6 
2 
1 


Total 


496 


The  peaks,  forecastles,  water  closets,  and  bilges  of  the  vessels  specified  under 
condition.  The  orders  given  to  cleanse  same  were  fully  complied  with. 

British  Steamers 

•••  • • •  *•'  •••  . . , 

„  Sailing  Vessels . 

„  Fishing  Vessels... 

•  •  •  •  •  • 

Foreign  Steamers 

'  '  *  *  •••  , 

„  Sailing  Vessels ...  . 


were  found  in 

281 

13 

228 

43 


Total 

Total  number  of  crews  of  vessels  visited  by  the  Inspectors 
v  „  passengers  „ 

emigrants  arriving  in  the  Tyne 


565 


...  182,630 
...  29,019 


dirty 


Total 


...  211,649 
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be  additi0D  “  T®  dai,?  r°Utine  i,1^ectio''  of  the  sanitation  of  vessels,  several  special  visits  have  to 

be  made, Oman  y  vessels  on  reports  on  sickness,  and  in  some  cases  extensive  precautions  are  required 
deal  mg  with  actual  cases  of  infectious  diseases.  1 

remedied ^o^mir^at 'sT Vt'deen  ^  °U1  ^IlsPec*'0l's  during  the  year,  in  order  to  have  the  above  defects 

remedied  to  our  satisfaction  on  written  or  verba]  notice. 


Water  Boats  and  Water  Supply  to  Ships  in  Port. 

Ihe  water-boats,  18  in  number,  have  been  examined  as  usual,  and  the  tanks  found  in  good  condition 

28  the  d™kin<>  water  of  shiPs’  which  from  Ports  infected,  or  suspected  to  be  infected 
"ith  cholera,  has  been  changed,  and  the  purification  of  the  tanks  has  been  seen  to  by  the  Inspector  actine 
under  the  direction  of  the  Medical  Officer  of  Health.  ^  P  ’  *  g 


Advice  as  to  Sickness. 


on  shipboard,  and  other  matters,  continue  to  be  received  from  and  forwarded  to  the  Health 
other  British  Port  Sanitary  Authorities. 


Departments  of 


Clothing  and  Bedding* 

39  Vessels  and  several  lots  of  clothing  or  bedding  have  been  disinfected, 
quantity  of  old  rags  have  been  burnt  on  account  of  infection. 


70  Old  beds  and  a 


Passenger  Steamers. 

The  Passenger  Steamers  arriving  continue  to  be  regularly  visited  and  examined. 

Smoke  Nuisance. 

The  Inspector  reports  that  2  observations  of  evolution  of  dense  smoke  have  been  made,  and  that  in 
each  case  the  offender  has  been  communicated  with. 


Fishing  Boats* 

The  total  arrival  of  fishing  vessels  at  the  Quay,  North  Shields,  steam  and  sailing,  is  9,634*  ;  2  131 
Trawlers  and  7,503  Herring  Boats,  as  compared  with  a  total  of  8,129  in  the  previous  year.  6  Of  these  in  a 
foul  condition,  were  cleansed  and  deodorized  on  notice  from  the  Inspector.  The  rest  were  in  good  order. 

*  From  a  return  courteously  furnished  by  Mr.  Thos.  MacKenzie,  Quay  Master,  North  Shields. 


Regulations. 

Copies  of  Regulations  issued  have,  as  usual,  been  posted  on  all  ferry  landings,  and  delivered  on  board 
of  vessels  in  the  Port. 


Cholera  and  Plague* 

No  cases  of  Cholera  or  Plague  occurred  in  the  Port  during  the  year  1919 
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Floating  Hospital. 

In  February,  1917,  the  Authority  agreed  to  admit  Scabies  cases,  and  later  in  April,  1918,  Venereal 
cases  occurring  in  ratings  of  the  Royal  Navy.  During  the  year  1919,  43  cases  of  Scabies  have  been  treated, 
and  after  steam  disinfection  of  their  bedding  and  clothing,  all  were  discharged  cured  and  sent  back  to  their 
ships.  102  Venereal  cases  were  treated,  and  the  more  serious  cases  were  sent  by  ambulance  train  to  R.N. 
Hospitals  for  special  treatment. 

Demobilization  of  Tyne  Naval  Base. 

H.M.S.  “Satellite,”  Naval  Depot,  Tyne,  closed  down  on  January  15th,  1920.  Letters  of  appreciation 
from  the  Admiralty  were  received  by  the  Chairman  and  Medical  Officer  for  the  valuable  services  rendered 
during  the  whole  period  of  the  War  by  the  Staff  of  the  Port  Sanitary  Authority.  Our  close  association  with 
the  Royal  Navy  during  this  memorable  time  terminated,  leaving  a  record  of  useful  work  accomplished. 


Launches. 

The  Steam  Ambulance  Launch  “George  C.  Coates,”  has  done  good  work  for  both  the  Authority  and 
the  Admiralty,  in  the  transport  of  sick  and  wounded  from  ships  to  hospital. 


H.M.  Customs. 

I  wish  to  record  our  thanks  for  the  valuable  and  willing  assistance  given  by  H.M.  Collector  of 
Customs  and  his  staff,  which  has  been  greatly  appreciated  by  all  the  Officials  of  the  Port  Sanitary  Authority. 

W.  EDMUND  HARKER,  O.B.E.,  M.D.,  D.Hy., 

Surgeon  Commander,  R.N.V.R., 

Mill  Dam  Offices,  Medical  Officer. 

May ,  1920. 


